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Promotion 


66 WOE,” said the General Manager to the Master Mechanic, “I have 
prepared a letter for sending out over the system, advising OLS . 
_ your appointment to Supt. of Motive Power and Equipment, in | a Fo hh: 
_ charge of all overhead lines, power house and substations, retain- __ 
ing general supervision over. ine equipments and. shops—as_ of 
Be ane 1othee 4 Ae RP A SPR 5 Sree 
“Your promotion, oe is due: to your good Works in seve al ives: bak tare! Oh 

a % ue first, in giving the shops, cars and all mechanical details your art 

careful: supervision ; second, in building up a fine organization; and — 

_ third, to your excellent recommendations for new, improved types iol 
equipment, which have so greatly increased the > economy, of, our 
operation. rte, yt ie 

“T refer particularly to your eeeammendations on Westinghouse a: 
equipment, since you were instrumental in having this apparatus — 
installed, and which has shown us the possibilities of i increasing our, + a 
net earnings by spending money for new apparatus of the Tight kind = 225 

‘About your old position, Joe, I would like to see. you promntee: ote 
Sam Simpson, the General Foreman. ‘ 

‘ ‘In regard to the station apparatus, and your oven new. duties, sg 
I believe that we can arrange for a short trip in order that you may } 
post up on what the other properties are doing.” as 
Joseph Howard, Supt. of Motive Power and Equipment, bows ver 
his sclnowledement to the General eect 
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REDUCTION A reform accomplished during nois case the commission makes public some corre- 
OF THE the past ten years but not always spondence which was alleged to have passed between 
PASS EVIL 


realized by the public is a reduc- 
tion in the “pass” evil. Steam railroads used to suffer 
from this tax on their resources to a greater extent per- 
haps than street railways, but the latter were subject 
to a great deal of petty graft of this kind. City, county 
and even state officials expected, if they did not actu- 
ally ask for, annual passes on the local transportation 
lines, and to these requests were added those of local 
politicians, high and low, daily newspaper men and 
others who were thought to have, or claimed to have, 
the power to help or harass the railway. Even at the 
present day the idea that the common carriers ought 
to carry certain classes of individuals without charge 
‘is far too prevalent. Demands for free railway trans- 
portation are made in a great many cities for firemen, 
policemen, letter carriers and others, and the idea that 
the railways should be required to transport elected 
officials of the city or state without charge has not en- 
tirely disappeared. We are glad to learn in this con- 
nection that the Pennsylvania Railroad intends to 
secure the highest judicial determination of the right 
of the New Jersey Legislature to force it'to carry 
specified officers of that State free of charge. The case 
will come in the form of a charge for the value of the 
transportation furnished under the present law, since 
records have been kept by the company of the extent to 
which these orders for transportation, issued by the 
Secretary of State, have been used. The action by the 
railway company seems to have come as a surprise in 
some quarters, although the Interstate Commerce Com- 
mission has always discountenanced the practice of 
issuing passes and only last week announced that it 
intends to consider how far the railroads dissipate their 
revenues by the issue of passes when it is considering 
complaints concerning their rates. 


POLITICIANS 


It is not surprising to find that 
AS an evil so widespread and of such 
GRAFTERS long standing as this should be 


difficult completely to eradicate. Nevertheless, it is 
somewhat of a coincidence to find in another report of 
the Interstate Commerce Commission just issued ex- 
amples of the pressure to issue passes put by politicians 
upon common carriers in Montana, Colorado and Illi- 
nois. The cases in Montana and Illinois seem to in- 
volve a misuse on the part of the carriers of practices 
permitted to them by law, while in the New Jersey 
case mentioned above the practice was forced upon the 
companies by the State itself. In referring to the IIli- 


the Chicago, Burlington & Quincy Railroad and a mem- 
ber of the Illinois Legislature. The name signed to the 
letter quoted below is that of a man who at that time 
was a member of the upper house of the Illinois Legis- 
lature and apparently chairman of what was then 
known as the Illinois Legislative Public Utilities Com- 
mission, a different body from the present. Public Utili- 
ties Commission of Illinois. The letter in part fol- 
lows: “I regret exceedingly to acknowledge receipt of 
your letter in which you refuse me-annual transporta- 
tion over your lines in Illinois. As I am chairman of 
the Public Utilities Commission, you can look for legis- 
lation that will work hardship to your company, and I 
wish to assure you when our commission gets through 
with you that you will find your road in the hands of 
a receiver.’”’ When the authenticity of this correspond- 
ence is so well attested that the commission ‘‘deems it 
a duty to make a record of the matter,” it is easily con- 
ceivable that there may be many steam railroads and 
electric railways desirous of knowing how long they 
must furnish undeserved free transportation to public 
officials. 


MERITS AND The second midwinter convention 
DEFECTS OF of the American Institute of 
Rego hs ee Electrical Engineers was held 
under the auspices of the electric power committee. 
This committee divided and subdivided the field among 
its sub-committees and the members of these sub-com- 
mittees, all of whom had been carefully selected to 
represent the many specialties composing electric 
power engineering. The program was made up of 
numerous papers which, when assembled, were intended 
to produce a harmonious mosaic. The plan followed 
by the committee in making up the program has con- 
spicuous merits and demerits, as shown by the result. 
It was systematic and hence, per se, was better than 
the hit-and-miss scheme sometimes followed when 
society programs are made up. The men selected to 
write papers are leaders in their respective lines and 
hence are in positions to detect the signs of the times. 
A thorough survey of the field, such as that planned, is 
sure to bring to the surface the significant aspects of 
important current tendencies. All of these facts are 
illustrated in the program, which brought out most 
instructive material in regard to outdoor substations, 
novelties in control <yparatus and other topics. The 
demerits of the committee’s plan are conspicuously 
these: The very attempt to cover a whole field sys- 
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tematically involves the reiteration of many statements 
of standard practice which are the stock in trade of 
the well-informed engineer. These statements were put 
into the papers in an obviously conscientious attempt 
to execute the commissions assigned. In some parts of 


the field covered there were really no conspicuous de- - 


velopments to report, and it would really have been 
better to have left these parts uncovered and to have 
concentrated for the time being on the more interest- 
ing and significant parts. We like the idea of a pro- 
gram systematically planned and realize that the pri- 
mary purpose of this one was to stimulate discussion. 
We would urge, however, that discussion will be stimu- 
lated more by a few carefully selected, significant state- 
ments than by a mass of generalizations from which 
the important facts must be laboriously sifted. Expe- 
rience proves that often the best discussion is provoked 
by seemingly insignificant but really important state- 
ments, sometimes not those directly in line with the 
speaker’s main purpose. 


REMARKABLE IMPROVEMENT IN CAR PAINTING 


From time to time new ideas are advanced and new 
methods are devised that are radical departures from 
the beaten path of progress, yet they are so simple and 
so logical that one cannot but wonder why they were 
not conceived years before. This thought is especially 
applicable to the new method of reducing the time re- 
quired in painting the cars of the Cincinnati Traction 
Company. By using a portable paint-drying oven, as 
described on another page in this issue, instead of per- 
mitting the paint to dry in the usual way, this com- 
pany has reduced the time ordinarily required by 80 
per cent. The delay in general adoption of this method 
by other companies cannot be attributed to the prohibi- 
tive expense of the plant necessary to accomplish the 
work, because the baking oven described cost only $300. 
Moreover, the principle is not new because every painter 
knows that paint dries more quickly in summer than in 
winter, and he also knows that many an excellent job 
of varnishing has been spoiled by insects and dust 
particles. 

The new process not only reduces the time required 
to paint a car, but at the same time it makes the finished 
job as nearly perfect as it is practicable to make it. 
This increased efficiency is remarkable when one con- 
siders how few improvements have been introduced in 
car painting since the old horse car days. Indeed, when 
the manufacturers introduced the six-day process it 
represented an epoch, and now to decrease this time 
more than 80 per cent is certainly a revolutionary act 
in the history of car painting. 

The process used by the Cincinnati Traction Com- 
pany, it should be said, is by no means the same as 
that introduced a year ago by the Hudson & Manhattan 
Railroad because in the former the ordinary air-drying 
paints and varnishes are used in the customary man- 
ner, the portable oven being used merely to accelerate 
the rate of drying by keeping the car in an atmosphere 
of hot, dry air. 
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OUTDOOR SUBSTATIONS 


One of the most interesting and timely subjects dis- — 
cussed at the second annual midwinter convention of 
the American Institute of Electrical Engineers was the 
outdoor substation. It is true that there is nothing 
radically new or unique in such substations, because 
electrical transforming apparatus of the a.c. type, has 
been placed out of doors for nearly thirty years. In 
lighting systems, also, the larger part of the customers 
are served from outdoor transformers, usually installed, 
with their fuse cut-outs, on poles. But the papers at 
the A. I. E. E. meeting, which are abstracted in this 
issue, describe the great improvements made during 
the past two or three years in placing the larger appa- 
ratus out of doors. 

Railway substations have usually been of the indoor 
type because buildings are necessary to protect rotary 
converters and motor-generator sets, as well as the 
low-tension switches and the measuring instruments. 
With so much of the equipment under cover it was quite 
natural for the railway company to place the transform- 
ers and the high-tension switches under the same roof, 
as they do not increase the size of the building greatly 
when they are connected to transmission lines of mod- 
erate voltage, say up to 33,000. There are advantages, 
also, in having everything about the plant within easy 
reach and convenient for inspection. 

The change in design of substation which is now 
taking place and which is sure to extend in railway 
work is due to the increase in transmission line voltage. 
One hundred thousand volts for a transmission line 
emf does not involve any serious difficulties now, and 
150,000 volts may soon be in considerable use. Appa- 
ratus for use on such voltages is bulky. The conduc- 
tors must be widely separated, and switches, lightning 
arresters, choke coils, buses, etc., all take up a great 
deal of space. While, in moderate-voltage plants, this 
apparatus can be tucked away in out-of-the-way cor- 
ners, in high-voltage plants the same equipment may 
easily require more space than the rotary converters 
and switchboards. Where land is-cheap, therefore, it 
would seem to be a rational procedure for the con- 
structing engineer to place out of doors every part of 
the equipment which can be made weatherproof without 
too great expense. 

It is true that the outdoor substation movement is 
being pushed more at present by the power transmis- 
sion companies. For their purposes many customers 
can be supplied with power at reasonable rates through 
an outdoor substation when an indoor one would be out 
of the question. With this condition impelling the man- 
ufacturing companies to produce satisfactory outdoor 
transformers, switches, etc., the electric railway com- 
panies can continue the work, whereas it is quite un 
likely that they alone would have been in a position to 
start it, not having so much to gain. At present, how- 
ever, the saving, even for railway plants, is apt to be 
considerable. 

While this development is going on, it must be pushed 
still farther, namely, to the power plant itself. The 
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machinery section of a modern power house is becoming 
‘proportionately smaller year by year as compared with 
the transformer and switching sections. The cost of 
power houses is large compared with that of substa- 
tions, and a proportional saving aggregates a much 
greater sum of money. If 10 per cent in the cost 
of a power plant can be saved by placing all possible 
apparatus outside the building, the economics of the 
situation dictate that it should be so placed. In all of 
this we are assuming that the engineering problems of 
the outdoor substation are solved or sure to be solved 
in the near future. The opinion of the speakers at the 
A. I. E. E. meeting indicates that this is the case, and 
these speakers are well qualified to express such an 
opinion. 


EFFECT OF BIENNIAL BITUMINOUS COAL STRIKE 


Biennially the bituminous coal consumers of the Cen- 
tral States district must store a sufficient quantity of 
coal to tide them over the period when the operators 
and miners are negotiating a new wage contract. The 
present contract expires on April 1 of this year, so 
that those desiring surplus coal for storage purposes 
must purchase it in advance of that date. In case the 
miner and the coal consumer are able accurately to 
anticipate the time required to complete these negotia- 
tions, the one does not suffer, because he has worked 
constantly for the few months prior to April 1 to sup- 
ply the surplus quantity of fuel, but the latter, unless 
he is properly prepared to store surplus coal, will suf- 
fer a loss due to the slacking. A general survey of 
the Central States district demonstrates, all too plainly, 
the unpreparedness of most consumers. Most of them 
are storing coal in the open on unused property, in- 
stead of in subaqueous coal storage pits, which would 
reduce slacking to a minimum. 

Many central station and railway generating station 
operators have seen the advantage of the submerged 
coal storage pits, not only to tide them over these 
strike periods but to make it possible to purchase and 
store large quantities of fuel when the market is low 
or the quality of the fuel is better for the price than 
can be obtained at any other time. On the other hand, 
many operators have not provided themselves with 
storage pits, either because they have failed to realize 
their economic value or because they do not realize the 
value of a uniform fuel cost regardless of market con- 
ditions or these biennial strike periods. 

If the negotiations last longer this year than is an- 
ticipated, the consumer must purchase higher-priced 
coal from fields unaffected by the strike, the miner must 
suffer because he has spent his surplus earnings, and the 
operator will lose because the fuel he should be furnish- 
ing is purchased from his more fortunate competitors. 
It is unfortunate that those engaged in coal mining, 
employers and employees, cannot settle their disputes 
in some other way. But as there appears to be no im- 
mediate relief, the bituminous coal consumer should so 
prepare himself that fuel waste through open storage 
is reduced to a minimum. 
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JOINT POLE USE IN PRACTICE 


At the meeting of the joint committee on the 
joint use of poles, held at the midyear conference of 
the American Electric Railway Association, Chairman 
Harvie reported that several points had been raised 
with regard to certain clauses in the proposed specifi- 
cation. Among the matters which were suggested to 
the committee for consideration was the substitution 
of a cross-arm rental system for the proposed attach- 
ment rental system. This change was suggested by 
the Virginia Railway & Power Company, and it is based 
upon the company’s experience with both methods. The 
company believes that the diversity in the size and 
character of the attachments makes it impossible justly 
to charge a rental for them on a purely unit basis and 
that even if some compromise average price were 
agreed upon the bookkeeping necessarily would be more 
complicated than if the rentals were figured on a simple 
cross-arm basis. By virtue of an agreement between 
the Virginia Railway & Power Company and the city 
of Richmond to arbitrate the matter of joint use of 
poles, an award was recently made by the arbitrator 
selected by both parties, a judge of one of the city 
courts and formerly chairman of the State Corporation 
Commission. This award was to the effect that an 
annual rental of $1 should entitle the licensee to the 
use of one pole for the space of one standard eight-pin 
cross-arm not to exceed 10 ft. in length and that the 
cross-arm and attachment should not occupy more than 
26 in. of the pole. The award also states that addi- 
tional space should be provided for at the rate of 40 
cents for each 13 in., and additional cross-arms at the 
rate of 80 cents a year. This award, which was 
acquiesced in by the city without objection, is consid- 
ered by the railway company as important in view of 
the experience of the arbitrator in such matters. 

Regardless of the rental rates, which must always be 
a local matter, it is evident that the bookkeeping of 
cross-arm charges is simplicity itself. From an engi- 
neering standpoint also, it is far better to work with 
the agreed minimum spacing between cross-arms than 
to face the risk of crowding on one arm a lot of wires 
which bear circuits of different characters. Another 
objection to the attachment basis is the difficulty of 
checking the installation of thousands of parts. The 
executives of the companies at interest may make an 
agreement in perfect good faith, but it does not fol- 
low that the linemen will adhere absolutely to the con- 
ditions of the agreement. The gang will naturally take 
the easiest way when putting in connections, provided 
the variations from the practice prescribed are not too 
glaring. It is practically impossible for a company to 
require line inspectors to climb every pole to look for 
improperly placed and possibly dangerous fixtures. But 
any disobedience to joint pole agreements would be 
quickly detected if each user was rigorously limited to 
certain cross-arms rather than to parts of cross-arms. 

Several other points could be urged in favor of the 
cross-arm basis, but those noted serve to show that 
the method is simple and practicable. 
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Expediting Car Painting by Use of Portable — 
Drying Oven 


Material Economies Have Been Made Possible by the Successful Introduction of This New Method in the 
Shops of the Cincinnati Traction Company—The Oven Is Used with ; 
Ordinary Air-Drying Paints and Varnishes 


The mechanical department of the Cincinnati Trac- 
tion Company, Cincinnati, Ohio, no doubt taking ad- 
vantage of the suggestion offered by the comparatively 
recent introduction of baking enamel for painting cars, 
has now adopted the principle of the drying oven, but 
is using it in connection with ordinary paint and var- 
nish of the air-drying type. The oven was built at a 
small first cost, and the painting and drying of a car, 
which formerly required 186 hours, now requires but 
thirty-three hours. Moreover, this new method of hast- 
ening the drying process has made it possible to com- 
plete what is known as a touch-up and varnish job in 
twenty-four hours. This remarkable saving in time not 


Cincinnati Traction Company—Interior of Car Paint-Baking 
Oven 


only reduces the quantity of rolling stock required to 
operate the system but permits also a reduction in the 
paint-shop force as well as the shop floor space required 
to accomplish the work. 

An important feature included in this departure from 
ordinary car painting is the use of a portable instead of 
a stationary oven. The portable oven was adopted 
principally because it could be moved about the shop, 
thus making unnecessary the switching of cars. In 
fact, a car need not be moved from the time it is set 
for the cleaning and priming coat until the last coat of 
varnish has dried and the car is ready to be returned 
to service. While it might appear impossible to con- 
struct an oven light enough to be moved about the shop 
readily, the mechanical department of the Cincinnati 
Traction Company has constructed one which is giving 
satisfactory service and at the same time may be moved 
by two men. The sashes and doors of the cars, however, 
are baked in a separate stationary oven. 

The oven is a rectangular housing with interior 
clearances of 13 ft. 8 in. in height, 11 ft. 8 in. in width 


and 50 ft. in length. It is open at both ends and is 
lined and covered with wood and tin applied on a 
wooden frame, the ends being closed by canvas cur- 
tains. The oven is made portable by mounting it on 
six flanged wheels which run on two T-rails laid on a 
12-ft. gage and spaced at equal distances outside the 
track rails in the paint shop. Temperatures up to 135 
deg. are maintained by twenty ordinary electric heaters 
mounted on the walls of the oven and connected in cir- 
cuits of 5 amp each. All wiring is installed in 1-in. 
conduit. The circuits are controlled by a thermostat, 


which may be adjusted for three temperatures: 135 
deg., 120 deg. or 115 deg. This instrument is placed in 


Cincinnati Traction Company—Sash and Door Paint- Bale 
Oven 


the oven, just inside a small double-glass window, at the 
center of one side. The snap switches that open and 
close the heater circuits are mounted on each side of the 
oven wall beside this window. Energy is supplied to 
the heaters through a pole and flexible cord connection 
to the trolley wire, the main circuit passing through a 
two-pole knife switch before it reaches the controller 
switch in the thermostat circuit. An auxiliary circuit 
with individual control permits two heaters to be kept 
in service during periods of low outside temperature 
when the oven is not being used to serve in conjunc- 
tion with the heating system installed in the paint shop. 

The detailed construction of the oven includes a frame 
built of 2-in. x 4-in. studding spaced on 3-ft. centers, 
set on 4-in. x 6-in. sills in the side walls. The studs 


are bolted to 4-in. x 34-in. iron carlines at the wall plate © 


level to form the arched roof. The frame is stiffened 
lengthwise by two 2-in. x 4-in. diagonals which extend 
from the lower corner at one end to the center of each 
wall plate, and it is sheathed and lined with %-in. 
tongued-and-grooved pine, an ordinary tin covering be- 
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ing applied over this in the same manner as it is on 
a tin-clad door made in accordance with the under- 
writers’ specification. 

Ventilation, which is very essential in hastening the 
drying process as well as in making the finished job 
equal to that obtained by the ordinary drying method, 
is accomplished by installing 9-in. flaps at the base of 
the oven sides together with six 9-in. openings in the 
ceiling. The latter are regulated by transom lifts con- 
nected to ordinary dampers. The flaps at the base are 
operated by hand and when in the closed position cover 


Trolley Wires 
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ticles or insects have been embedded in the paint or 
varnish during the drying period. The oven also in- 
sures that every coat is thoroughly hardened before the 
next one is applied, because the time required is uniform 
regardless of the atmospheric conditions. Moreover, 
the fact that a car is never moved from the time it is 
set in the shop for painting until it is finished reduces 
the lost motion in the paint shop to a minimum. It has 
been found by an actual check that the current con- 
sumption required for drying during the summer 
months is only 70 amp at 550 volts. At the time that 
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Cncinnati Traction Company—Details of Paint-Baking Oven for Cars 


the opening between the base of the oven and the 
paint shop floor. They are made of 10-in. x %-in. pine 
boards hinged to the base of the oven sides and arranged 
in four sections. The curtains which inclose the ends of 
the oven are heavy duck, arranged on rings to slide on 
a rod. A rope attached to one of the rings passes over 
pulleys at each side of the oven and permits the curtain 
to be pulled across the opening. Three grab handles, 
mounted on each side of the oven, one at each end and 
one at the center, are used in moving the oven about the 
shop. The special car wheels on which the oven is sup- 
ported are 734 in. in diameter with %%-in. flanges and 
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Cincinnati Traction Company—Wiring Diagram of Oven 


2-in. treads. These are mounted on a 1-in. bolt between 
two sections of bar iron, 4 in. x 13 in. x \% in. thick, 
which are securely bolted to the 4-in. x 6-in. sills which 
form the base of the oven. To reduce the bearing fric- 
tion in the wheels to a minimum, the bolts are provided 
with seamless tubing sleeves and the wheels are -babbitt- 
lined. 
OPERATING RESULTS 


In actual service the baking oven has been found to 
produce a much better quality of finish than that ob- 
tained when the paint is dried in the ordinary manner. 
Not only is less time required for the work but the fin- 
ished job is free from hair cracks, and no dust par- 


this article was written the company had not had an 
opportunity to obtain similar data for extremely cold 
weather, but, inasmuch as the inside temperature varia- 
tions for the year are slight, the current consumption 
will not be much more. In either case, however, the cost 
of current is largely offset by the other advantages 
gained by the introduction of the new process. 

The following is the car paint-baking schedule for a 
complete job of painting, and from this the time re- 
quired for a touch-up and re-varnish job may be ascer- 
tained: 


Air Drying, Oven Drying Degrees 


Paint ours Hours of Heat 
MUGSCMCOME MOPIIMNIG! aah in © sree le vinierel 48 5 135 
Second coat primer ............ 12 3 120 
(CILIA TAKS «ig Breen Ca Re CREE Ia Sines 8 3 115 
VOUS Ma SUUEE Reis ae ere) s saison ira, ah shel 12 3 115 
Second, coat, rourh Stull. . vies a 12 3 115 
Drying moisture from rough stuff 10 it 115 
Stripe: 

First coat yellow............. > 6 1 115 

Second coat yellow ........... 6 1 115 

Color Warnish.. .s).chiaecets 2 e/o.> © 24 3 120 

Mirst=--coat Varnisherem anaes cle sis 24 5 120 

Second! coat: varnisheigen «61... 24 5 120 

ATSC alts Caen aber sic ley eettehscs). ae, ves 186 33 


SASH AND DOOR OVEN 


In conjunction with the baking oven for car bodies 
the Cincinnati Traction Company also has built an- 
other for sash and door varnishing. This is installed 
permanently in the paint shop building. It consists of 
a sheet-metal housing 10 ft. long by 8 ft. 1 in. high by 
5 ft. wide, inside dimensions, and is shown in one of 
the illustrations. The oven is built with a lean-to roof 
and a perforated floor supported on 7-in. I-beams. It is 
inclosed with 1/16-in. sheet iron riveted together and 
insulated on the outside by 34-in. pressed cork. The 
sides are stiffened by turning the laps of the sheet 
metal in at right angles to the oven walls. The brack- 
ets supporting the runways and rack are made of 4%4-in. 
bar iron. Electric heaters are installed under the floor 
in the space between the beams, and one side of the 
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oven is equipped with four swinging doors. The in- 
terior is filled with adjustable wooden racks swung 
from overhead runways which project 4 ft. beyond the 
front of the oven. When the four doors are open these 
racks may be pulled from the interior and the dried 
sashes removed and replaced with others freshly var- 
nished. These racks are so supported on the oven run- 
ways that the vertical members may be adjusted both 
longitudinally and transversely to accommodate differ- 
ent sizes of sash. 

Ventilation is as essential to the proper finishing of 
sashes and doors as car bodies, and it is provided by two 
12-in. ventilators installed in the top and the perfora- 
tions in the floor. The ventilators are opened and 
closed by dampers connected to transom lifts. The air 
enters the oven at the floor level and passes up through 
the electric heaters and the perforations: in the floor. 
The baking schedule for the sash and door oven is three 
hours for rubbing varnish and six hours for finishing 
varnish, making a total of nine hours in all for either 
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required by the railroads, and it is the province of the 
latter to determine which are best in any case. 

The speaker gave an interesting demonstration of 
the properties of different lenses by mounting a group of 
three, representing the most important types, optical, 
wide-angle and Spreadlite, upon a rotating table with 
standard “long-time” burners behind them. The same 
apparatus, with the lenses removed, was used to dem- 
onstrate the different standards and possible colors of 
several tints used for signal lenses. 

The discussion following the lecture brought out the 
situation regarding light signals for daylight use on 
electrified steam roads. The New Haven road has had 
difficulty with the semaphore signals in the electrified 
zone, as the overhead structure interferes with the lines 
of sight. As a result its signal engineers are studying 
light signals as a possible means of assistance in 
eliminating this trouble and further insuring reli- 
ability. The Pennsylvania Railroad is also considering 
the same type of signal for the electric zone. The 
Brooklyn Rapid Transit Company 
has adopted these signals for the 
new construction now under way. 
In reply to questions as to the de- 


tails of lenses for light signals for 
daylight use, Dr. Churchill refused 
to express any opinion. in view of the 


" 
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newness of the development. He 
stated that lenses of large size, 
possibly 10-in., will undoubtedly be 
required, and probably modifications 
of the present standard colors may 
be necessary. The problems in- 
volved in designing lenses for this 
purpose are complicated by the 
variations in sunlight from hour to 


metal or wood sashes. The oven temperature for metal 
sashes is 170 deg. and 130 deg. for wood. 


GLASS FOR SIGNAL LENSES 


On Friday, Feb. 20, Dr. William Churchill addressed 
the New York Railroad Club on the subject of signal 
glass, or more properly signal lenses. He outlined the 
optical principles involved in the development of signal 
lenses from the days of the old “bull’s-eye” lantern to 
the present, when the highly efficient “optical” lens is 
standard. At present more than a hundred designs of 
signal lenses are available, differing in focal length, 
size and type. There are two main classes of lens, the 
ordinary round form with concentric rings, with cor- 
rugations inside or outside, and the “Fresnel,” with 
horizontal corrugation suited more particularly for ship 
lights. The manufacture of glass for signal lenses 
requires unusual care, as the color is very sensitive to 
chemical composition, and the refractive index must be 
as designed in magnitude and uniformity. 

The matter of “spread” of beam is one on which 
unanimity of opinion is desired, as it is possible to 
produce high candle power and small spread or the 
reverse, or any compromise design can be made. Small 
spread gives great carrying power but small range, and 
on sharp railroad curves the visible range may not be 
sufficient to give the desired protection. The latest 
development consists in the addition of vertical corru- 
gations on the lens face, resulting in a spreading out of 
the rays in a horizontal plane. The name “Spreadlite”’ 
has been given to this type. The lens manufacturers 
can now provide lenses of practically any characteristics 


hour in intensity, quality and direc- 
tion. In another year the speaker 
hopes to be able to give the results 
of a scientific study of the whole matter. 

An interesting and natural feature of the discussion 
was the respect paid by the practical engineers and 
business men for the contributions made to the art by 
analytical and experimental study of the subject. As 
Dr. Churchill pointed out, the lamp and the lens manu- 
facturers, with the aid of the signal association and its 
members, have co-operated to bring about the present 
satisfactory status of this branch of railway signal 
engineering. 


ELECTRIFICATION PLANS IN BOMBAY 


A report on the proposed electrification of the Bom- 
bay suburban railways is now under consideration by 
the boards of the Great Indian Peninsula and the Bom- 
bay, Baroda and Central India Railway Companies and 
the Bombay Port Trust. 

The report expresses the opinion that electrification 
would be remunerative, and advantageous for the public. 
The suburban traffic must continue to increase, and it 
is estimated that by the time the work of electrification 
can be completed the increase over the present figures 
will be 79 per cent. The speed will be 20 per cent 
higher than that of steam-driven trains. The cost of 
equipping all the suburban and Port Trust lines on the 
overhead d.c. system is estimated at $3,803,333, while 
the gain by electrification is put at $341,426 per annum, 
equivalent to 8.98 per cent on the capital expenditure. 
It is proposed to use trains of three coaches, coupled 
permanently, and with motor equipment in one coach. 
It is suggested that a large power station be erected 
at Thana. 
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Midwinter Convention of the American Institute 
of Electrical Engineers 


The Three-Day Convention, Held Feb. 25 to 27, Was Under the Auspices of the Electric Power Committee— 
The Topics Discussed Included Outdoor Substations, Transmission Lines, Reactances in Power 
Plants, Distribution, Ete.—Abstracts Are Published of the Principal Papers 
of Railway Interest Presented During the First Two Days 


The second annual midwinter meeting of the Amer- 
ican Institute of Electrical Engineers was held at the 
Engineering Societies Building from Feb. 25 to Feb. 
27. The convention was under the auspices of the 
electric power committee, which comprises sub-com- 
mittees devoted to the following specialties: Power 
stations, D. C. Jackson, chairman; power generation, 
H. W. Buck, chairman; protective apparatus, C. P. 
Steinmetz, chairman; transmission, P. W. Sothman, 
chairman; distribution, P. Junkersfeld, chairman; 
economics, William McClellan, chairman, and engi- 
neering data, P. H. Thomas, chairman. Each of the 
six technical sessions was assigned to one or more 


for doing this on a large scale presented itself. P. H. 
Thomas and H. Pender, chairmen respectively of the 
committees on engineering data and the A. I. E. E. 
handbook, have this important problem in hand. 


POWER STATION SESSION 


PROTECTIVE REACTANCES IN LARGER POWER STATIONS 


Under this title James Lyman, A. M. Rossman and 
L. L. Perry give the results of a theoretical analysis 
of the results of locating reactance coils in genera- 


Substations—Chicopee Substation After Sleet Storm—Simple Concrete Slab Substation 


of the sub-committees and sixteen papers and reports 
were presented. 

In opening the convention President C. O. Mailloux 
referred to the beneficial results of last year’s meet- 
ing in the rating of electrical machinery. The present 
administration hopes to secure equally satisfactory 
results through the new arrangement of committees 
in operation this year. He then turned the meeting 
over to D. B. Rushmore, who outlined, with the aid of 
numerous lantern slides, the recent developments in 
all important fields of electrical applications. 

The rest of the preliminary session was taken 
up with a discussion of the feasibility of the Insti- 
tute’s publishing reference data, either in loose-leaf 
form, in bound volumes of papers on special subjects 
or in compilations of the handbook order. The con- 
sensus of opinion seemed to be in favor of some as- 
sistance from the Institute in reducing the amount of 
labor required of the members in looking up data on 
a given topic. At the same time no feasible scheme 


tor leads, between busbar sections and in feeders. 
The concentration of large generating capacity in 
alternators and power plants may result in very de- 
structive effects from short-circuits. Such accidents 
as feeder grounds, failure of current transformers, 
hanging of arcs across fuses and throwing in gen- 
erators out of phase have resulted in the destruction 
of generator and transformer windings, oil switches 
and even masonry. The means for preventing severe 
disruptive effects is to limit the short-circuit currents 
by means of reactance (a) in generator leads, (b) 
in tie lines between power stations, (c) between dif- 
ferent sections of station busbars, (d) in station bus- 
bars between adjacent generator connections, (e) 
combinations of any of the above, and (f) in feeder 
circuits. 

Generators having inherent reactance are to some 
extent automatically protected and this protection can 
be increased by adding external reactance. There are 
disadvantages in this, however, in that the coils 
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must be large enough to carry the entire generator 
output and that a short-circuit on any section of the 
busbars causes the same drop in voltage at all points 
in them. The important function of such coils is, 
therefore, mainly to protect the generator windings. 
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Lower first cost 

Ease of extensions 
Reduction of fire hazard 
Simplicity of layout 
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Disadvantages 
Repairs 
Operating risks 
Danger to public 
Appearance 


Advantages 
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Sectionalizing reactances, in tie lines and between 
large and small busbar sections, are more useful 
than the above and need not be so large. These, as 
well as the other reactances, cause voltage drop and 
their magnitude is a compromise between the con- 
flicting requirements of good voltage regulation, on the 
one hand, and protection against short-circuit effects, 
on the other. 

The authors consider six different typical busbar 
arrangements and analyze the effects of the applica- 
tion of reactance coils in each. The cases are (a) 
single straight bus, (b) double straight bus, (c) 
single ring bus, (d) double ring bus, (e) single 
straight bus and direct feed and (f) single ring and 
single straight bus. To make their study definite 
they assume a station containing nine 25,000-kva gen- 
erators having 10 per cent internal reactance. They 
then proceed to calculate the short-circuit current, 
voltage variation and power factor for a number of 
different arrangements of reactance coils of varying 
percentages of reactance. The results are presented 
in the form of curves and the method of calculation is 
appended. They include in their study the short-cir- 
cuiting of reactances to eliminate voltage drop when 
protection is not needed. The accompanying table 
shows the general results that were arrived at by means 
of the calculations. 


OUTDOOR SUBSTATIONS 


The importance of the outdoor substation at the 
present time is indicated by the fact that four out of 
the six papers presented in the power station section 
were devoted to this subject. Alexander Macomber 
sums up in a brief and practical manner the salient 
general features of the development of this type of 
substation which is due to the demand for power in 
moderately small quantities from high-tension trans- 
mission lines. He summarizes the advantages and 
disadvantages of the outdoor substation in the follow- 
ing manner: 


As the table indicates, the primary reason for the 
use of these substations is low cost. Used necessarily 
first for the purpose indicated above, their use is 
extending to other fields. Even where all of the 
apparatus cannot be placed outdoors, part of it can 
be so located, and whether it will pay to do so in 
a given case depends upon the comparative costs of 


Substations—Typical 750-kva Outdoor Substation 


erecting buildings and of constructing transformers, 
switches and lightning arresters to withstand cold 
and dampness. 
substation some building is necessary and in other 
cases it mav pay to put part of the plant indoors. 


ff 


Where attendance is required in the. 
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The question which naturally interests the pros- 
pective builder of a substation is as to the practicabil- 
ity of operating transformers, and protective and 
control equipment out of doors. Mr. Macomber claimed 
that all such apparatus can be constructed so to 
operate in a satisfactory manner. The electrolytic 
lightning arrester will function properly in absorb- 
ing lightning disturbance and surges at low temper- 
ature. Fortunately the most serious disturbances 
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The discussion was continued by L. H. Fullerton, 
who took up more particularly the design and con- 
struction of substations for operation on voltages up 
to 20,000. A distinction is made between those fed 
from the regular distribution systems and those fed 
from transmission systems. He _ took up various. 


types of substation from the simplest, comprising a 
small transformer mounted upon a pole, to more elab- 
orate ones in which complicated switching and pro- 


Substations—Indoor-Outdoor Substation at Agawam—Framework for Bus Structure 


do not occur, as a rule, in winter. Outdoor trans- 
formers are beyond the experimental stage, there be- 
ing approximately 300,000 kva in aggregate capacity 
either in use now or in process of installation. Both 
self-cooled and water-cooled types are satisfactory, 
but certain precautions are required with them to 
prevent freezing of oil and water. The use of. oils 
having low freezing points is desirable and the nat- 
ural heat from the windings and cores can be supple- 
mented by that from special coils installed in the 
tops of the cases. Air-blast transformers have not 
been used much as yet, but there should be a field for 
them as the troubles incident to low temperature are 
absent, but provision must be made to prevent the 
entrance of moisture. Outdoor switching apparatus 


tective apparatus is employed. In all cases, however, 
the element of economy in construction is kept clearly 
in mind and no unnecessary elaboration is recom- 
mended. 


COMPARISON OF OUTDOOR AND INDOOR SUBSTATIONS 


In comparing outdoor and indoor substations, the 
author points out the following advantages of the out- 
door type; (1) less cost for making installation, (2) 
usual greater accessibility for company’s employees. 
in case of trouble, (3) less difficulty in connecting to 
company’s lines, (4) absence of requirement of trans- 
former vault and (5) better ventilation. On the other 
hand, indoor installations are superior in the follow- 
ing particulars: (1) Apparatus is more accessible for 


Substations—Indoor-Outdoor Substation at Chicopee 


is well developed and can be operated even in severe 
sleet and wind storms. The more delicate parts can 
be inclosed. 

The author discusses the application of the outdoor 
substation (a) for small isolated loads, (b) for large 
capacity loads and, (c) for apparatus auxiliary to 
large central stations. He concludes that the experi- 
ence of the few years past shows no serious operat- 
ing difficulties and that the same ideas may be applied 
to central stations with good results. 


inspection or repairs, (2) there is less danger of un- 
authorized persons interfering with it, (3) customers. 
have control of the installation on the primary side, 
by means of oil switches, if desired, and (4) apparatus 
is protected from weather. This comparison is made 
for small substations in which power is taken from 
the distribution systems. The same arguments apply 
still more foreibly in the case of power taken from 
transmission lines. Mr. Fullerton does not consider 
high-tension outdoc” switching apparatus very satis- 
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factory. He points out that, in company substations, 
the field for the outdoor installations seems to be with 
the small town where the load can be picked up along 
the route of the transmission system without consid- 
erable line extension. 

Where large municipalities are to be supplied with 
power, it is usually desirable to install emergency 
service which requires more or less high-tension 
switching, and an indoor substation is usually desir- 
able. 


USES OF CONCRETE IN SUBSTATION CONSTRUCTION 


Mr. Fullerton’s paper was well illustrated with pho- 
tographs of typical substations of various types and 
with diagrams showing approved layouts of equip- 
ment. He recommended the use of concrete slabs for 
the construction of small and moderate-sized substa- 
tions, as these slabs can be molded in the shop and 
erected with great rapidity. He describes a method 
for constructing concrete cells, busbars and switches. 
The usual method of building these cell structures is 
by erecting forms and pouring the concrete, .using 
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Substations—Typical Substation Arrangement 


reinforcing rods where necessary. Mr. Fullerton has 
found difficulty in securing a uniform and smooth job 
by this method and has digressed by building ex- 
panded-metal framework, plastering the concrete body 
upon it. The thickest portions are plastered three 
inches thick. The scratch coat contains a small quan- 
tity of hair, the remaining coats being pure cement 
and sand. The finishing coat is of keen cement, which 
gives a hard, white, smooth surface. In the finishing 
coat, a small quantity of lime is used to make the 
cement work smoother. In the construction of the 
expanded-metal framework, angles are used in the 
heavy barriers and small channels are riveted or tied 
to these, the expanded metal being wired to this skel- 
eton framework. 


TWO RECENT SEMI-OUTDOOR SUBSTATIONS 


Under the title “Outdoor Substations in New Eng- 
land,” Fred L. Hunt describes two substations which 
have been built and put into operation by the Amherst 
Power Company, one at Chicopee and the other at Aga- 
wam. These are supplied from the company’s double- 
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circuit, sixty-cycle, three-phase, 66,000-volt transmis- 
sion line extending from Turner’s Falls to Springfield. 
The substations are of a semi-outdoor type, in which 
all of the 66,000-volt equipment, including the step- 
down transformers, is placed outdoors, as are also the 
aluminum lightning arresters on the 13,200-volt out- 
going line. The 13,200-volt buses and switch appa- 
ratus, the control switchboard, the 2300-volt distribut- 
ing switchboard and the railway apparatus are placed 
inside. 

In deciding upon which pieces of apparatus should 
be placed outdoors and which indoors, the matters of 
practicability and cost were both considered. The 
66,000-volt apparatus was the most bulky and the 
greatest saving in building space could be made by 
putting it outdoors. On the other hand, the control 
switchboard, with motors, instruments and storage 
batteries, and the railway motor-generator sets prac- 
tically had to be placed indoors. Between these two 
extremes lay the apparatus designed for moderate 
voltage, 13,200 and 2300, which could have been placed 
either indoors or outdoors. This equipment was placed 
indoors because it would have been more difficult and 
expensive to handle in an outdoor installation. 

In estimating the saving due to placing equipment 
outdoors the assumption was made that the first cost 
of the building is in direct proportion to its cubic 
contents. In the present cases, buildings to house the 
entire equipment would have cost considerably more 
than twice as much as did the buildings actually 
erected. After allowing for the extra cost of outdoor 
apparatus and of foundations and steel structures for 
it, the saving was found to amount to 11 per cent of 
the cost of the complete station and equipment as 
built. 


DETAILS OF THE CHICOPEE SUBSTATION 


The general arrangement of the Chicopee substation 
is as follows: “A tap circuit is brought in from each 
of the two transmission lines through choke coils, 
disconnecting switches and solenoid-operated non-au- 
tomatic oil switches to a transfer bus, from which 
the transformers are supplied through disconnecting 
switches and solenoid-operated automatic oil switches, 
one set for each bank. An aluminum lightning ar- 
rester is installed on each incoming line. 
there is one bank of three 1500-kw, oil-cooled trans- 
formers of the radiator type in use, with one spare 
unit, and foundations and conduits are installed for 
a second bank. This type of transformer construction 
brings the cost of oil-cooled transformers for outdoor 
work down to a point where their increased cost over 
water-cooled transformers is so little that it does not 
pay to add the complication of water cooling for the 
small saving in first cost that can be accomplished, 
especially where the water would have to be pumped, 
as in this case, and where, as in all outdoor stations in 
the northern part of this country, special precaution 
must be taken to prevent the freezing of water pipes. 
From the transformer bank one circuit is carried un- 
derground into the building to the 18,200-volt double 
bus in a concrete bus structure.” 

Mr. Hunt calls attention to a number of interesting 
features in the design and operation of outdoor sub- 
stations. To prevent the oil in the spare transformer 
from freezing it is connected to the low-tension bus. 
while 200-watt heating units located in the covers of 
all transformers are used to prevent precipitation of 
moisture. Such precipitation is liable to occur when 
cold air, taken in from outside, comes in contact with 
the air above the transformer. The transformer and 
oil switches are connected by a complete piping sys: 
tem underground to a two-compartment oil tank buried 


if 
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in the ground. Oil can be drained from any trans- 
former or oil switch into its respective compartment 
of the oil tank and from there can be pumped through 
a portable oil filter press back into the transformers 
or switches. To call attention to undue heating in the 
transformers, alarm thermometers connected to bells 
in the station indicate excessive temperature. When 
it becomes necessary to repair a transformer it is 
rolled onto a transfer truck which is run into a 
compartment at one end of the station. 

Among incidental features may be mentioned the 
switch hooks used for operating the outdoor discon- 
necting switches. Each of these is provided with a 
copper cone at about the middle of the handle, and 
the cone is grounded when the hook is in use. The 
outdoor aluminum lightning arrester cans are painted 
white to prevent the absorption of the sun’s rays. Two 
coats of white paint on the cans have been sufficient 
to keep the temperature of the arresters below the 
danger point. The same treatment can be applied to 
transformers. 

The author states that the substations are now 
under test and that so far the results have been sat- 
isfactory. Each outdoor station is surrounded by an 
iron picket fence and all of the equipment is set on 
concrete foundations extending below the frost line. 
Some difficulty was experienced at first in keeping the 


joints of the cooling radiators on the transformer oil- 


tight. New radiators have been installed and thus 
far have stood the test of wide temperature changes 
without developing leaks. Self-cooling transformers 
were used in preference to the water-cooled type on 
account of the greater simplicity. The author believes 
that practically all substations of the same general 
arrangement as those described can be. built with con- 
siderable saving in cost over outdoor substations un- 
less land is very expensive. There is no good reason 
for using outdoor apparatus except where a saving in 
first cost can be shown. 


OUTDOOR SUBSTATIONS IN MIDDLE WEST 


L. H. Perry shows, in his paper, that in the Middle 
West the outdoor substation is in many cases prac- 
tically necessary if service is to be supplied at a prac- 
ticable rate. In many cases of small installations in- 
door space in existing buildings is not available. It 
is often cheaper to erect outdoor substations in these 
cases than to provide additional buildings for them or 
to enlarge existing buildings. 

In the supply of power to the small rural station the 
chief requisites are: (1) Economy of design, (2) pro- 
tection to the main line and (8) reliability of service 
in as far as the elements of the outdoor station itself 
are concerned. In the class of stations covered by the 
paper, the absence of better devices of reasonable cost 
has necessitated the use of the plain wire fuse and 
horn gap or the liquid high-tension fuse, with or with- 
out horn gap, for the purpose of protecting the line. 
Reliance is placed on the low-tension devices for pro- 
tection against overload on the substation itself. 
Choke coils are, in general, used in the transformer 
leads. In designing these substations it must be re- 
membered that they are often in the hands of inex- 
perienced operators, and the simplest possible arrange- 
ment of disconnecting and other switches must, there- 
fore, be employed. 

The author states that sufficient success has been 
attained to demonstrate that by using these small out- 
door stations good electric service can be supplied to 
many rural communities at rates within their reach 
and a class of customers otherwise inaccessible can be 


thus secured. 
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TRANSMISSION SESSION 


P. W. Sothman, chairman of the sub-committee on 
transmission, presented a report outlining the present 
status of the various divisions of the transmission 
field. His report was based on data furnished by mem- 
bers of his sub-committee and it contained several ap- 
pendices which appeared under the names of their 
respective writers. Under the head of “right-of-way” 
the most important topic to which attention was called 
was the protection of lines at crossings. There is 
need for an intelligent agreement as to rules or speci- 
fications upon the subject, preferably bearing the 
sanction of the Institute. Such specifications should 
allow a certain latitude in the construction so as not 
to inflict unnecessary hardships upon small power 
companies operating at comparatively low voltages, 
or those located in unsettled districts. 


TOWERS 


In tower construction it is generally agreed that the 
square or four-legged tower is more efficient in the 
use of material than the three-legged type, and the 
latter is now seldom seen. A flexible tower has been 
used to some extent with good results, but rigid tow- 
ers must be placed at frequent intervals along the 
line. It is too early to say what success will attend 
the use of the flexible tower in connection with long 
suspension insulator strings, and until more data are 
available it is advisable to proceed with caution when 
considering the adoption of this construction. In 
lines supported on suspension insulators, two or more 
conductors are not placed in a vertical plane, es- 
pecially where snow and ice are liable to collect upon 
them. If they were so placed there would be danger 
that when a load of ice and sleet broke away it 
would not do so uniformly and the cables would be 
liable to come into contact. In the East the ice seems 
to collect to a greater extent at the centers of the 
spans than near the towers, which fact should be taken 
into consideration. There is a need of standardizing 
the methods of calculation used in tower design, and 
the constants for such materials as copper, aluminum 
and steel used for conductors should be taken at some 
acceptable figure such as 13,000 lb. per sq. in. for cop- 
per and 14,000 lb. for aluminum, as representing the 
elastic limits. Ordinarily tower dimensions should not 
be calculated but specifications should call for ability 
to stand certain loading and towers should be tested 
for these values. 

Foundations for rigid towers should have their tops 
within one-tenth of an inch of the same height. No 
material less than 3/16 in. in thickness should be used 
in tower construction and it is recommended that the 
minimum number of bolts in any connection be not 
less than two. Towers should be strong enough to 
permit men to climb them without danger of bending 
the angles. Wire spacing should be such as to allow 
an angle of deflection of 55 or 60 degrees from the 
vertical under the worst wind conditions, instead of 
the customary figure of 45 degrees. In designing 
towers the structure should be arranged to permit tne 
loading of one span with ice and sleet with the two 
adjacent spans not loaded, and still leave sufficient 
distance between all wires so that there would be 
no probable contact due to wind conditions. In the 
northeastern part of the United States and the eastern 
part of Canada not less than %4 in. of sleet or ice 
should be allowed for. It should be remembered also 
that the wind load is heaviest at times of sleet. As 
the section of ice is more or less elliptical, this fact 
should be considered in estimating the wind pressure. 
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Fifteen pounds pressure per square foot from wind 
should be allowed in these parts of the country. 
There is danger of injury to towers in erecting them 
on the ground and tilting them into place. A careful 
inspection after erection is therefore necessary. Spe- 
cial attention should be given to the support of ground 
wires, which, as sometimes erected, are liable to come 
in contact with the power conductors. In general 
galvanizing seems to be preferred to painting for tow- 
ers and good galvanizing can be relied upon for twelve 
or fifteen years. Painting cannot be depended upon 
for more than two or three years, especially where the 
‘atmosphere contains sulphur or other fumes. Foot- 
ings can be galvanized with good success in most 
soils, although there are earths where paint coating 
is more durable. Where extreme acidity or electro- 
lytic action is expected in the soil, it is more econom- 
ical to provide concrete footings. 


CONDUCTORS 


The report does not open up the question of the rela- 
tive advantages of copper and aluminum for power 
conductors. It states that there are conditions where 
one or the other can be used to best advantage. Hard- 
drawn copper cables should not have hemp centers. 
Steel-core aluminum cables have been made which the 
makers claim to be as durable as ordinary aluminum 
cables and free from electrolytic corrosion. Proof 
upon this point is lacking but it is understood that 
this type of cable has not been considered satisfactory 
by English cable manufacturers. Copper-clad steel 
wire gives good results for long spans where great 
strength is required, but these wires are still too ex- 
pensive to be generally used for power conductors. 
They are coming into use, however, to a certain ex- 
tent for telephone and telegraph lines. The commit- 
tee calls attention to the fact that the formulas in 
existence for the calculation of cable sags are quite 
complicated, although they give sufficiently accurate 
results as long as the spans and sags are moderate. 
A simple method employing the catenary, upon which 
a set of curves can be based, is recommended. In 
the matter of ground wires it is generally agreed that 
such overhead wires are beneficial as a protection 
against lightning. However, the extent to which such 
protection is actually afforded is still a matter of some 
doubt. 


INSULATORS 


From the committee’s report the insulator seems to 
be the feature of the transmission line with which the 
greatest difficulty is now being experienced. Suspen- 
sion insulators are all right when new, but they seem 
to be subject to an aging process, so that, after a 
year or two of service, failures begin to develop. To 
insure steady service the insulators must be inspected 
at frequent intervals. The trouble is not confined to 
any make of insulator nor to any section of the coun- 
try. At voltages of 110,000 and even somewhat higher 
there seems to be no reason for providing protection 
for the end units of suspension insulator strings to 
equalize the voltage gradient over the whole. This 
may be necessary when voltages go to still higher val- 
ues. These protecting shields act simply as electrodes 
for equalizing the electrostatic field in the region oc- 
cupied by the insulators. Shields should present only 
rounded surfaces and edges and need be no greater 
than 12 to 14 in. in diameter to produce good results. 
With these shields may be mounted arcing rings or 
tips to keep arcs away from the insulators. The 
clamps used in securing line conductors to suspension 
and pin-type insulators are satisfactory as far as the 
performance of their primary function is concerned. 
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They do not allow the conductors to slip but they 
sometimes mash the cables and unfit them for taking 
strain if the sag ever has to be readjusted, which is 
by no means an uncommon occurrence. Practically 
none of the clamps are designed with smooth outline 
or with an idea of avoiding more or less sharp pro- 
jections which cause static discharges at the higher 
voltages and which concentrate the electrostatic field 
in the vicinity. 


STATION APPARATUS 


The committee’s report contained some notes on sta- 
tion apparatus. Particular attention is directed to 
the necessity for the mechanical bracing of trans- 
former windings as the forces which are developed by 
short circuits are very great. An important problem 
of distribution companies serving sparsely settled dis- 
tricts is to secure small, high-voltage transformers 
which will stand up under the stresses of line switch- 
ing, surges, etc., which occur in ordinary operation 
of a large high-tension system. Another vital matter 
is the status of the lightning arrester. The electro- 
lytic arresters are believed to be the best available 
at present, but it is still difficult to make any definite 
quantitative statement as to the protection which they 
actually afford against lightning or other disturb- 
ances. At the same time no one would care to take 
the responsibility of operating stations without arrest- 
ers as they are a form of insurance against trouble. 
Much more information along this line is desirable. 
Oil circuit-breakers are becoming more reliable for 
high potentials and heavy service, but it is still un- 
wise to attempt to rupture short circuits close to the 
generator when their combined normal capacity is 
much greater than 50,000 kw. 


INTERFERENCE WITH TELEPHONE LINES 


Interference of high-tension transmission lines 
with telephone and telegraph circuits is a subject 
to which but little attention has as yet been given, 
although the problem is a very important one. Much 
of the trouble with telephone service is due to poor 
insulation. With good insulation and with the trans- 
mission line well balanced, trouble is not experienced 
as a rule except at times of disturbance or interrup- 
tion on the transmission system. In a recent case of 
protection from interference cited by the committee 
it was found that there was no protective apparatus 
on the market capable of handling the large induced 
currents which were expected. In this case the basic 
principle worked upon was carefully to insulate and 
balance the telephone line with respect to the trans- 
mission circuit. Transpositions were made at fre- 
quent intervals and no twigs or other objects were 
allowed to come into contact with the wire. Special 
grounding coils and heavy fuses were used with dis- 
charge gaps in vacuum. Condensers and choke coils 
were provided for absorbing the smaller disturb- 
ances. No one remedy is sufficient for all cases and, 
to insure a quiet working line, each case must be 
studied by itself. and methods adopted to meet the 
condition. 


MORE ABOUT INSULATORS 


The report of the transmission sub-committee con- 
tained several signed appendices in which some of 
the following important points are brought out. J. A. 
Brundige called attention to the deterioration of por- 
celain insulators in service, of which mention has 
already been made. A good porcelain for high-voltage 
insulators must combine high dielectric strength and 
mechanical toughness. 
what opposed to each other, for when the former is 
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These two qualities are some- | 
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obtained the porcelain is apt to be brittle like glass. 
Some of the so-called high-voltage porcelains appear 
to be lacking in both desirable properties. The por- 
celain mixtures used by different manufacturers vary 
greatly in the proportion of ingredients. employed. 
For example, one uses twice as much flint ag another. 
Some standard of proportion seems highly desirable. 
While the porcelain body is important, the design of 
the insulator is still more so. An insulator consists 
of porcelain, cement and iron assembled together, the 
coefficients of temperature expansion of the three being 
quite dissimilar. The porcelain is the least able to 
withstand the forces due to temperature changes and 
it is, consequently, the part that suffers and cracks, 
with the attendant electrical punctures ensuing. 
Mr. Brundige describes the method of failure of a 
suspension insulator with metal cap and pin as fol- 
lows: Cracks develop at some’ point inside of cap, 
and when the current leakage through them is suffi- 
cient a path is fused through the porcelain by the 
intense heat generated. If the heating takes place 
relatively slowly, a hole is apt to be fused through 
the cap, through which gases and melted porcelain 
are forcibly expelled, but the insulator usually holds 
together and continues to support the cable. With a 
large amount of power back of the break, which 
may act in the nature of a short circuit inside the 
insulator, caps have been known actually to explode, 
in which case the line conductor is allowed to fall. 
Before the burning of the caps can take place, it is 
necessary that several of the units of an insulator 
string be bad, and instances have been observed where 
all the caps of a ten-unit insulator have been so 
affected. Modern methods of locating faults, how- 
ever, are resulting in the reduction of the number of 
pyrotechnic displays produced by such failures. The 
megger, an instrument successfully used for measur- 
ing high-resistance, is very useful in this kind of 
work. In a recent experiment, a batch of insulators 
were immersed in water at ordinary temperature and 
this was slowly brought up to the boiling point. 
Many insulators, some two or three years old, were 
tested in this manner and every one was found to be 
ruined by the time the boiling point was reached. 
Similar tests made on new insulators of the same de- 
sign did not produce failures except in a few units. 
The probable explanation of this is that in the new 
insulators the cement had not yet obtained its ulti- 
mate hardness, and allowed the expansion to take 
place in the pan without cracking the porcelain. 


TROUBLES FROM LIGHTNING 


In another appendix L. C. Nicholson discusses 
briefly the subject of the influence of a direct light- 
ning stroke on a transmission line. While the whole 
subject is somewhat intangible, observation and in- 
quiry lead to certain general conclusions. It is doubt» 
ful if any degree of insulation in use at present, with 


or without the ordinary protective measures, will, 


withstand the effect of a direct stroke of lightning 
on the line. The electro-mechanical forces acting on" 
the insulators in such a case are very great, usually 
causing them to explode. A direct stroke usually en- 
velops all of the conductors of a line and sometimes 
several lines located relatively close together. This 
indicates that the area of the stroke is large, or that 
it has numerous prongs. Burn marks on conductors 
which were struck when there was no power on the 
line indicate a diameter of stroke of approximately 
20 ft. This has an important bearing on the protec- 
tion of line by overhead ground wires. Induced ef- 
fects from strokes at some distance from a line may, 
on medium voltage lines, be great enough to show 
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flashover or puncture of insulators. Mr. Nicholson’s 
observations on the operation of 60,000-volt lines on 
pin-type insulators, unprotected by overhead wires, 


‘have led him to estimate the radial influence of di- 


rect strokes to be limited to 2000 ft. and in some 
cases to less than 100 ft. The range of the disturb- 
ance depends upon the severity of the strokes. In 
highly insulated lines the danger zone decreases sub- 
stantially and in the most highly insulated ones at 
present it is-probable that the large majority of in- 
duced effects are insulated and protected against, 
leaving only direct strokes on the line itself. The 
direct strokes constitute approximately 10 per cent 
of all lightning disturbances on the 60,000-volt pin- 
type circuits in New York State. 


TRANSMISSION LINES IN THE FAR WEST 


In outlining the subject of transmission-line prob- 
lems in the West, P. N. Downing calls attention to the 
favorable climatic conditions of the Pacific Coast and 
particularly of California for high-tension power 
transmission. Except in the higher mountain dis- 
tricts there is practically no snow to contend with 
and there are but few places where lightning causes 
trouble. It is not common practice to install light- 
ning-arrester equipment although some companies 
have done so. The horn-gap arrester with one side 
connected directly to the ground without resistance 
has, in many instances, been used to advantage more 
as a voltage-limiting device than as a lightning ar- 
rester. Ground wires are sometimes used but as there 
is so little trouble from lightning, engineers have 
not been able to decide whether or not there is any 
advantage in using them. Very seldom is an insulator 
punctured by lightning. This is possibly due to the 
fact that the high voltage dissipates itself over the 
surface of the insulators. 

The greatest trouble on lines using the ordinary 
four-part, 14-in. pin-type insulators at voltages around 
60,000 is due to leakage over the insulator. During 
the dry season, which lasts for about six months, dust 
and salt fogs accumulate on the insulators, particularly 
near the coast. The resulting leakage may eventually 
burn off the pole and sometimes the line wire without 
damaging the insulator. Nothing but cleaning the in- 
sulators seems to improve this condition. After the 
first heavy rain of the early winter the insulators are 
washed off and little trouble is experienced until they 
have again become covered with dirt. The best remedy 
for the trouble seems to be to tie the pins together 
electrically, but not to ground them. Grounding has 
produced unsatisfactory results because arcs are estab- 
lished between line wire and ground and these hold 
until the voltage drops sufficiently for them to be ex- 
tinguished. In regulating the voltages on high-tension 
network, synchronous condensers are being used in a 
number of insulations with entire satisfaction. 

The first high-voltage oil switches used on 60,000 
volts were put into operation on the transmission lines 
in California. The same general type with slight modi- 
fication is now used for 110,000-volt lines. In this 
switch the circuit is opened at two or four points, 
depending on the voltage and load carried. The con- 
tacts are made by rotating blades moving in horizontal 
planes. The separate oil containers for each leg of the 
circuit are insulated from each other and from the 
ground by means of porcelain bushings. In another 
successful design of switch a pantograph arrangement 
of links carrying a contact, and operating by a vertical 
movement of one corner of the pantograph, is used. 
This gives a break in a vertical plane. The principal 
weakness in these switches, which is common to all oil 
switches, is that under a heavy short circuit they will 
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at times throw oil out of the container. Outdoor oil 
switches, either automatic or non-automatic, are being 
used very generally for branch lines, or for sectionaliz- 
ing trunk lines. These are often operated by means of 
solenoids placed directly in the main lines. Such an 
arrangement does away with the use of current trans- 
formers, but the connection from movable plunger to 
relay must stand the entire voltage from line to ground. 
It is important to keep down the weight of the moving 
parts so as to insure the desired sensitiveness of the 
trip. Well-treated wooden rods have been used to make 
the connection from plunger to trip or relay, but they 
have caused some trouble from burning. 

Mr. Downing confirms the statement made in other 
parts of the report in regard to the importance of sup- 
porting transformer windings so as to prevent injury 
and distortion from mechanical strain set up when 
short circuits occur. Some manufacturers have failed 
to give proper attention to this feature. Transformer 
designs have, however, more than kept pace with the 
art of long-distance transmission at high voltages. 


OSCILLATIONS IN TRANSMISSION LINES 


In another appendix G. Faccioli discusses the oscilla- 
tions set up in transmission lines by switching. He 
calls attention to two kinds of oscillation which may 
occur. In one case inductance may be massed at one 
point of the circuit and capacity at another, when a 
dead line which acts practically as a condenser is con- 
nected to a generator which acts practically as an in- 
ductance, or when a line connected at one end to a step- 
down transformer is disconnected from the generating 
system. The other case is that of the distributed in- 
duction and capacity of part of a circuit, when a line 
is disconnected from a generator and the energy stored 
in it gradually dies out, changing from the electro- 
magnetic form in the distributed inductance of the line 
to the electrostatic form in the distributed capacity of 
the line and vice versa. Such oscillations occur when 
an unloaded step-down transformer is disconnected from 
the line, its windings acting similarly to a line. 

The oscillations described do not, in general, con- 
stitute a great danger to the circuit if the contact in 


the switch is made once, positively, for every switching ’ 


operation. The case is different, however, if each 
switching operation is accompanied by an are, so that 
the circuit is repeatedly closed and opened. Under this 
condition the pressure rises may become dangerous, 
and destructive cumulative oscillations may be set up in 
the apparatus. 

In view of the danger of starting oscillations it is 
evident that high-tension switching, which has lately 
gained so much importance in the art, should be done 
very judiciously and only when necessary, unless spe- 
cial precautions are taken to avoid the disturbances re- 
sulting therefrom. As a rule, low-tension switching is 
preferable, as this avoids high-tension phenomena. In 
energizing a line, it is preferable to connect the line to 
the step-up transformer and then to connect, by low- 
tension switches, the line and transformer to the gen- 


erator, rather than to connect the transformer to the | 


generator and then to switch the line onto the high- 
tension winding of the transformer. It would be still 
better to connect the line and the step-up transformer 
and the generator together while the whole system is 
dead and then to bring it up gradually to full potential 
by the excitation of the generator. In causing dis- 
turbances fuses act similarly to switches, except that 
the former open under load, while switches are, as a 
rule, operated at approximately no load. The sudden 
interruption of large currents results in considerable 
over-tension, and this is the danger that usually accom- 
panies the blowing of fuses. 
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PUBLIC SERVICE STICKER INVOICE 


In his paper on storekeeping methods read before the 
Public Service section of the American Electric Rail- 
way Association, as noted elsewhere in this issue, 
Robert S. Inglehart made brief reference to the invoice 
used by the Public Service Railway. As this in- 
voice differs from the “standard billhead’” practice of 
other large companies, some details are given here. 

Prior to 1903, the North Jersey Street Railway and 
the Consolidated Traction Company, now merged with 
the Public Service Railway, requested that all invoices 
be made out on their standard billheads. With the con- 
solidation of this and other properties, however, a 
sticker for attachment to the supply company’s invoice 
was adopted. This sticker contains spaces for the 
necessary checking notations, distribution of charges, 
etc., thus securing the uniform location which is one 
of the chief advantages of the standard billhead form. 
A short time ago, however, a committee of the Public 
Service Railway made a general inquiry as to the 
advisability of adopting a standard billhead form. The 
analyses of replies received from thirty-one correspon- 
dents showed the following arguments for and against 
the use of such a form: 


ARGUMENTS. FOR USE OF STANDARD FORM 


(1) Permits greater neatness and uniformity in 
vouchering and filing, and economy of filing space. 

(2) Facilitates checking, as the information re- 
quired is furnished in the same location on every bill. 
Omissions in checking may thus be readily noted. 

(3) Assures the appearance of requisition and order 
numbers on each invoice. 

(4) Secures sufficient copies for all departments in- 
terested, thus saving the time and labor otherwise re- 
quired in making copies. 


ARGUMENTS AGAINST USE OF STANDARD FORM 


(1) Cost of printing and mailing is prohibitive in 
large companies. 

(2) Blanks are mislaid by shippers, causing delay 
in rendering bills. ~ 

(8) Some shippers refuse to use them on the ground 
of unsuitability. This refers particularly to dealers in 
standard commodities such as iron and steel, lumber, 
sand and gravel, where individual bill forms contain 
special rulings for use with various billing systems. 

(4) Confusion may be caused in vouchering, on ac- 
count of the similarity of forms. This niay lead to the 
inclusion of bills from different parties in one voucher. 

(5) Better notation will be given on individual 
forms regarding discounts, f.o.b. points, etc., and bet- 
ter-made bills will be received. 

(6) Where bills are transferred from individual to 
standard form in the purchasing department, errors 
in copying are likely to occur. 

(7) The point of origin cannot always be deter- 
mined, namely, whether the bill has been prepared by 
the shipper or the purchasing department. 

(8) Uniformity in location of notation, checking 
spaces, etc., may be had by the use of a rubber stamp. 

(9) State, county and municipal offices, as well as 
public utility companies, insist on rendering bills on 
their own forms. 

(10) If shippers give necessary information upon 
their own forms, no one has a right to ask them to de- 
part from established practice. 


DECISION 


Upon a review of all the conditions the committee 
recommended that the practice of sticker invoices be 
retained. 
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Cleveland Center-Entrance Motor Cars 


This Article Describes One of the Cleveland. Railway’s Fifty New Center-Entrance Cars, Which Embody 
Novel Features in Underframe Design, Door Operation, Seating Arrangement and Lighting 


Recently the Cleveland (Ohio) Railway added fifty 
new center-entrance motor cars to its equipment. 
Although these are not the first cars of the center- 
entrance type in Cleveland, they represent a marked 
departure from the center-entrance trail cars put in 
operation by this company in the fall of 1912. While 
the same effort was not made in designing these new 
cars to obtain a low floor in the seating space, atten- 
tion was directed to the height of the first step from 
the pavement, which, as a result, was reduced from 
15 in. to 1211/16in. The over-all length of these new 
cars is 2 ft. more than that of the trail cars, which 
additional length was not enough to provide for the 
motorman’s cab in one end of the body, consequently 
the seating capacity was reduced from sixty-five pas- 
sengers in the trail car to fifty-nine in the motor car. 
This reduction in seating may be accounted for by the 
additional width required in the entrance well because 
of the new arrangement of entrance and exit doors. 
The low step height from the top of the rail to the 


the angle which forms the side sill by 3/16-in. gusset 
plates and to each other by a pair of 4-in., 514-Ib. 
channels placed 12 in. out to out of flanges, and ex- 
tend from the buffer to the point of offsetting the 5-in. 
x 344-in. side sill. At this point the box girder center 
sill is replaced by eight 4-in., 514-lb. channels which 
are riveted to transverse channels. This construction 
in turn terminates at the edge of the entrance well in 
a 12-in., 2014-lb. transverse channel. The two 12-in. 
channels which form the edges of the entrance well 
are connected under the well floor by four 3-in., 4-lb.. 
channels. Diagonal braces consisting of 2-in. x 2-in. 
x 8/16-in. angles set flange downward are riveted be- 
tween the 4-in. transverse I-beams at the corner posts. 
and the center sill at the next transverse floor beam. 
Four diagonal braces were also included in the two 
panels each side of the car-body bolster. These are 
formed of 3/16-in. x 434-in. plates fastened at one end. 
to the transom 4-in. I-beams, and at the other to the 
center sill where it connects to the next transverse: 


Cleveland Center-Entrance Car—Side View 


entrance well also made it necessary to provide two 
steps from the well to the car-floor level. These 
motor cars are to be operated either singly or in two- 
car trains, as they are provided with four motors of 
sufficient capacity to pull trailers. The principal di- 
mensions of the new cars follow: 
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SIDE AND UNDERFRAME 


The design provides for a single-end, center- 
entrance, low-step, arched-roof car body, built with 
an all-steel underframe and side girders, and a com- 
posite body and roof framing. The bottom framing 
is composed of two 5-in. x 314-in. x 5/16-in. angles ex- 
“tending on both sides from corner post to corner post. 
The 314-in. base of this angle supports fourteen trans- 
verse floor beams. These floor beams are riveted to 


floor beam. These diagonals are bored for screws to 
fasten them securely to the wooden flooring. A valu- 
able maintenance feature is the accessible arrange- 
ment of the power conduits. 

The side framing up to the sash rail is formed of a. 
plate girder extending around the entire car body 
from one side of the center-entrance doors to the 
other. The lower member of this girder is formed of 
the 5-in. x 344-in. x 5/16-in. angle side sill, and the 
upper member is formed by a dropper bar weighing 
5.4 lb. per foot, riveted to the outside of the plate 
girder. The web of this side girder is formed of 
34-in. plate, re-rolled, double-pickled 14-in. sheet steel 
between corner posts, and that at the ends is formed 
of 34-in. No. 14 sheet steel. Forged steel pockets are: 
provided along the base of the side girders as points 
to secure the body posts, which in turn are bolted to 
the legs of the. stiffener angles. 

Two built-up posts at the center-entrance end of 
the side girders form the framing around the doors. 
These are connected above the doors by a %-in. plate 
reinforced by a 3-in., 514-lb. I-beam, a 2%4-in. x 1'%-in. 
x 3/16-in. angle, and a t14-in. x 114-in. x 1%-in. angle. 
This plate is punched out over each door opening to 
form the sign pocket. The two door openings are 
provided with posts built up of two 3-in. x 2-in. x 4-in. 
angles and 1%-in. x 64-in. web plate riveted to the 
2-in. legs. This web plate extends from the top of 
the bottom angle to the lower edge of the 1%-in. plate 
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over the doors. The post of the door pocket which 
is formed in the panel between the two door openings 
is built of two 114-in. x 11%4-in. x 4%-in. angles riveted 
to a ¥-in. steel web plate. This web plate extends 


from the top of the 5-in. leg of the lower angle of the 
girder to the %-in. plate over the doors. 


Cleveland Center-Entrance Car—Steel Under and Side 
Frame Without Body Bolsters in Place 


BOLSTER AND BODY CONSTRUCTION 


The body bolsters of these new cars are of special 
design, and are built up of two pressed-steel plate 
channels to form the web members to which the top 
and bottom cover plates are securely riveted. The 
channels are formed of %-in. steel plates with holes 
punched from the webs to reduce the weight. The 
top and bottom plates are % in. thick and 9 in. wide. 
To facilitate the removal of the bolster in case repairs 
are necessary it is attached to the 5-in. x 314-in. x 
5/16-in. angles forming the side sill by means of a 
bracket forged from a %4-in. x 9-in. steel plate. This 
is riveted to the bolster proper and bolted to the side 
girder angles with two 34-in. machine bolts. The top 
plate of the center sill is made continuous over the 
bolster and bolted to it, and the bottom plate is bent 
to conform to the forged bracket, and the 34-in. bolts 
at the side girder also pass through it. The top mem- 
ber of this bolster is fitted with wide side-bearing 
segments formed of 1%-in. x 4-in. plates bent to an 
inner edge radius of 25 in. and a chord distance of 23 
in. Braces formed of 1%4-in. x 2-in. steel plates extend 
from the upper flange of the bolster to points near the 
end of the side bearing plates, being bolted thereto 
and riveted to the bolster proper. 

At each end of the side girders which terminate at 
the corner posts the latter are made continuous across 
the car, forming both corner posts and roof carlines. 
They are formed of two 2-in. x 2-in. x 3/16-in. angles, 
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finished over with wood so that no metal is exposed 
to the interior surface of the car. The intermediate 
posts are of kiln-dried white ash, 134 in. x 3% in. in 
section. To the tops of these wooden posts the 
pressed steel carlines are bolted, and two intermedi- 
ate elm rafters are placed between each two steel car- 
lines. As shown in the illustrations, the roof is of the 
plain arch type, extending the full length of the car. 
The Scullin method of ventilation, adopted as stand- 
ard by the Cleveland Railway on all plain arch-roof 
cars, is also used on the present equipment. A small 
ventilating louver, running the full length of car 
body, is supported on aluminum brackets with louvers 
at the side, allowing air currents to play through the 
louvers from all directions, creating a vacuum over 
ducts coming up through roofs under the small venti- 
lating louver deck. The brackets are reinforced at 
the place where the trolley stand and base are sup- 
ported. Thirteen ducts leading from the inside of 
the car to the roof under the ventilating louver are 
covered on the underside of the headlining by neat 
polished bronze registers. These roof openings are 
placed in the center of the ceiling, running longitudi- 
nally. With this system it is impossible for snow, 
sleet or rain to reach the interior of the car. 
Eighteen windows are provided on the devil-strip 
side of the car body and fourteen on the entrance 
side. These, as well as the three windows in the 
rear end of the car and the two windows in the motor- 
man’s cab, are single sashes arranged to drop into 
pockets between the window posts. All sashes are 
made 5% in. thick with brass stiles and cherry rails. 
The entrance and exit doors at the center of the car 
are built of 1-in. solid cherry with two glass panels 
and brass wearing strips. These doors are equipped 
with ball-bearing door hangers and operated electro- 
pneumatically by a push button set in the fare box 
stand convenient to the conductor. As shown in the 


Cleveland Center-Entrance Car—lInterior View, Showing 
Entrance Well 


accompanying illustrations, these doors slide into par- — 


allel pockets provided in the panel between them. 


A natural red-cherry wood finish, slightly stained to. 


insure a uniform color, was used in all interior panel- 
ing and moldings. The latter are free of all corners 
liable to collect dust and dirt. The ceiling is formed 


it 
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of 3/16-in. thick agasote in three longitudinal sections 
and five transverse sections. 


INTERIOR ARRANGEMENT AND FITTINGS 


As mentioned earlier in the article, this car was 
designed for single-end operation, consequently the 
rear vestibule was available for seating space at all 
times, and the motorman’s cab is permanently in the 
front vestibule. The cab occupies a maximum width 
of 3ft.2in. The seating arrangement for passengers 
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blocked the center aisle but it was also necessary that 
he stand with his back to one end of the car. In these 
new motor cars the conductor stands with his back to 
the panel between the center-entrance doors, which not 
only permits him to clear the entrance aisle but to 
observe passengers in both ends of the car body. In 
operating this car with the combination system of 
fare collection, the conductor collects fares from 
passengers entering one end of the car pay-as-you- 
enter, and the pay-as-you-leave principle is applied 


Cleveland Center-Entrance Car—Side View of Steel Under and Side Framing for Car with Center-Entrance Openings on 
One Side Only and Continuous Girder on Devil-Strip Side 


is somewhat different from that in general use, being 
a combination of cross and longitudinal seats similar 
‘to that used on some other types of cars in Cleveland. 
The cross seats have pressed-steel pedestals. As 
shown on the seating plan, six cross seats occupy each 
end of the car body with longitudinal seats circling 
the rear vestibule and extending the full length of the 
devil-strip side of the car. The location of the con- 
ductor’s stand in the entrance well made it possible to 
utilize the opposite side of the car at this point for 
seating space. A longitudinal seat has been installed 


in the well with a removable panel at one end to pro-. 


vide for the forced hot-air heater during the winter 
months. By this arrangement a maximum ‘Seated 
load of fifty-nine passengers was obtained with a total 
standing load of 144 passengers. In order to improve 
conditions for standing passengers, a continuous hand 
rail supported in brackets 5 ft. 11 in. above the car 
floor was provided for the full length of the car on 
the longitudinal seat side. Pipe stanchions were also 


when passengers leave the opposite end of the car. 
The conductor’s stand is mounted on a slightly ele- 
vated platform which not only protects him from the 
accumulations of snow and moisture in the entrance 
well during bad weather but also against passengers 
crowding him away from his station. This method 
of fare collection was adopted in order to relieve con- 
gestion in the downtown district during the evening 
rush hours, and after more than a year’s operation it 
has been found to work quite satisfactorily. 


HEATING 


As mentioned earlier in the article, the Peter Smith 
Heater Company’s forced hot-air heater system was 
used in these new cars. The combination longitudi- 
nal and cross-seat seating arrangement was found to 
be more advantageous for use with this type of heater 
than with cross seats throughout. The longitudinal 
seats permitted ihe heater duct to be supported under 
them, and the duct: is so designed in section that the 
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SEATING PLAN 
Cleveland Center-Entrance Car—Plan Showing Combination of Longitudinal and Cross Seating, Motorman’s Cab at One 


End Only, Position of Conductor and Location of High-Capacity Tungsten Lamps with Reflectors 


provided on each side of the aisle, at the break be- 
tween the car-body floor level and the entrance well. 


FARE COLLECTION 


| At the time the mechanical department was consid- 

ering the design of these cars this company had al- 
ready adopted the method of fare collection in which 
a combination pay-as-you-enter, pay-as-you-leave prin- 
ciple was used. In the center-entrance trail car, how- 
ever, the conductor stood opposite the center-entrance 
_ doors in the center of the car body; hence he not only 


registers direct the hot-air current at an angle of 45 
deg. to the floor level. About the only difficulty ex- 
perienced in installing the heating system was the 
difference in the elevation of the two ducts leading 
from the heater to each end of the car body. Inas- 
much as the heater was installed at one side of the 
entrance well, the hot-air duct leading from one side 
of the heater was taken off at. the correct elevation. 
The duct on the opposite side uf the heater, however, 
had to be taken off at an elevation which would permit 
it to be installed under the longitudinal seats in the 
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entrance well and then offset sufficiently to elevate it 
to a position under the seats in the car body proper. 


CAR LIGHTING AND SIGNAL SYSTEM: 


The system of illuminating these new cars was 
adopted as a result of an exhaustive test in car illumi- 
nation made by the Cleveland Railway during 1911 
and 1912, the results of which were published in the 
ELECTRIC RAILWAY JOURNAL for Aug. 2, 19138. In this 
test the illuminating system which gave the highest 
efficiency was furnished by five 100-watt Mazda lamps 
in Holophane, satin-finish reflectors mounted in spe- 
cial shade holders. These lamps were in series and 
were mounted on the upper deck ceiling along the 
center line of the car, and a spare lamp was so con- 
nected with a selector switch that it could be instantly 
cut into the circuit in case of failure of any one of 
the five lamps regularly lighted. In the new cars, 
however, 92-watt lamps securely fastened in electric 
pendants and provided with deep Alba reflectors were 
installed. Five of these lamps were spaced uniformly 
along the center line of the car ceiling with the spare 
lamp beside the one over the entrance well. The se- 
lector switch was placed in the panel just back of the 
conductor’s stand. All light wiring was installed in 
flexible loom which passes through the steel carlins 
between the headlining and the roof sheathing. 

In addition to the usual buzzer system installed 
with push buttons at convenient locations on the posts 
between the windows, a Consolidated Car Heating Com- 
pany’s light signal system was provided. The signal 
circuits were so arranged that the signal lamps in 
the motorman’s cab will indicate the position of the 
center-entrance doors as well as show the signals 
operated by means of the conductor’s push button. 
Both the signal and lighting systems were also ar- 
ranged for trailer operation, a coupler socket and 
drum switch being provided just inside the rear 
buffer. 


BRAKE APPARATUS, MOTORS AND TRUCKS 


The brake apparatus of these center-entrance motor 
cars is novel in that two 8-in. x 8-in. air cylinders were 
employed, one operating the brakes on each truck, 
although the hand brake operates both trucks. A 
single lever having equal arms was used with one end 
connected to the push rod of the cylinder and the 
other end to the truck brake pull rod. The two cylin- 
ders were in turn connected by an air pipe to insure 
uniform pressure on both pistons and consequently 
equal brake power on both trucks. The brake cylin- 
ders were placed horizontally against the large 12-in. 
channels each side of the center-entrance well and 
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Cleveland Center-Entrance Car—Coupler 


were hung from the steel underframing in forged- 
steel stirrups. 

A hand-brake system including the usual drop- 
handle brake staff was installed on the step side of 
the motorman’s cab. The hand-brake rod was hung 
below the step side and side sill and extended to a long 
lever operating in a horizontal plane and placed just 
in front of the center-entrance well. The other end 
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of this lever was connected in turn to an extension of 
the forward lever of the air-brake apparatus by a slot- 
ted link. From this connection a cable was carried 
under the center-entrance well and connected to the 
pull rod of the rear truck brake. 

A commutating-pole type motor designated as No. 
340, made according to special designs by the West- 
inghouse Electric & Manufacturing Company and 
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Cleveland Center-Entrance Car—Plan of Platform 


having the following characteristics, was adopted: 
40 hp on one-hour rating; gear ratio, 15/57, and to 
operate on 26-in. wheels. It was the aim of the rail- 
way and the manufacturers to produce a motor hav- 
ing the same operating characteristics as the 101-B 
but which could be adapted to a 26-in. wheel. This 
was accomplished in a large measure by the co-opera- 
tion of the railway company and the Westinghouse 
engineers, and a very satisfactory type of motor re- 
sulted without sacrificing any of the properties of the 
older type. 

Trucks of special design, No. 51-E, were furnished hy 
The J. G. Brill Company. They were constructed to 
be equipped with two motors each and to operate with 
26-in. one-wear rolled-steel wheels on axles of 414 in. 
diameter at the motor bearings and 5-in. diameter 
at the gear seat, and with the railway’s standard 3%- 
in. x 8-in. journals. Roller side bearings and ball 
center bearings were also included. The wheelbase 
of the truck is 4 ft. 10 in., and the height from the 
rail to the top of the complete center plate is 21 in., 
with the car body in place. 

These cars were designed by the mechanical de- 
partment of the Cleveland Railway, under the super: 
vision of Terrance Scullin, master mechanic, and were 
built by the Kuhlman Car Company, Cleveland, Ohio. 


The fifth annual dinner of the civil, mechanical and 
electrical engineers at Boston will be held on the even- 
ing of March 4 at the City Club, the principal speakers 
scheduled being as follows: 
the board Westinghouse Electric & Manufacturing 
Company, on “The National Government and Busi- 
ness”; Dr. A. E. Kennelly, professor of electrical engi- 
neering at Harvard University, on “Results for the 
Electrical Fraternity Accomplished by the International 
Electrical Congress,’ and Dr. M. W. Franklin, on 
“Ozone Applied to Ventilation.” N. J. Neall, Boston, is 
chairman of the committee on arrangements, Harold G. 
pale 12 Pearl Street, Boston, being in charge of 

ickets. 


Guy E. Tripp, chairman of. 
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A. KE. R. A. Section Meeting at Newark 


At the Public Service Railway’s Meeting Held in Newark, N. J., Feb. 19, Robert S. Inglehart Read a Paper 
on “Keeping the Company Department Store” and James H. McGraw Made an Address on 
“Organization and Teamwork” 


The regular meeting of the Public Service Railway 
Company’s section of the American Electric Railway 
Association was held at Newark, N. J., Thursday eve- 
ning, Feb. 19. The business consisted of a paper on 
“Keeping the Company Department Store,” by Robert 
S. Inglehart, general storekeeper Public Service Rail- 
way, and an address on “Organization and Teamwork,” 
by James H. McGraw, president McGraw Publishing 
Company. In accordance with the practice of this 
section, written discussion on the technical paper of 
the evening was presented by two other employees of 
the company, George J. Newton, assistant purchasing 
agent, and William J. Hughes, traveling auditor, in 
addition to the impromptu discussion. About 160 men 
were in attendance despite the unusually bad weather. 


KEEPING THE COMPANY DEPARTMENT STORE 


The meeting opened with the paper by Mr. Inglehart, 
who said that in the early days of electric railways 
each department had its own store and the supplies were 
bought in small quantities as required. This method, 
of course, proved expensive, as it necessitated separate 
office forces and delivery systems. About four years 
ago the Public Service Railway centralized its line, 
mechanical and stationery supplies under one roof and 
arranged for their distribution by the supply cars. 

On the Northern division of the Public Service Rail- 
way two points were used for receiving all supplies and 
materials, namely, the general storeroom at the Plank 
Road shops, Newark, for all car and line department 
supplies and for the stationery used by the railway, gas 
and electric companies of the Public Service Corpora- 
tion, and the Passaic wharf storeroom, about 1 mile 
distant from the Plank Road shops, for all maintenance 
of way and building supplies. On the Southern division 
all supplies were received at a storeroom in Camden. 


ORGANIZATION OF STORES DEPARTMENT—REPLENISHING 


STOCK 


The organization of the stores department comprised 
twenty-five men in the mechanical, line and stationery 
store department in addition to five men in the way de- 
partment storeroom. This included two men for each of 
the three supply cars. All storehouse bins were ar- 
ranged in racks, each rack holding a certain class of 
material. As the stock ledger showed the number of 
the rack, as well as the number of the lot, even a person 
unfamiliar with the storeroom could locate any of ap- 
proximately 12,000 items merely by reference to the 
stock ledger. 

When replenishment was necessary the stock ieee 
filled out a storeroom stock memorandum form with a de- 
scription of the article, quantity on hand and lot number. 
This form was turned over to a ledger clerk, who indi- 
cated on it in red ink the quantity on hand as shown by 
the ledger. If the ledger account did not agree with the 
stock clerk’s record, the material in the bin was counted 
again and the ledger re-checked to account for the dif- 
ference. By this method a perpetual inventory was kept 
of all active materials so that large discrepancies were 
not found when the annual inventory was taken. 

The stock memorandum form was then given to the 
general storekeeper, who filled in the amount required to 


be ordered, and requisition on the purchasing agent was 
issued accordingly. While it was the policy of the com- 
pany to keep the stock on hand as low as was consistent 
with efficient operation, this practice was not permitted 
to interfere with the purchase of supplies from time to 
time under favorable market conditions. A maximum 
quantity had been placed on each stock article, and this 
information as well as the stock on hand and quantity 
required was shown on all requisitions issued on the 
purchasing agent. These data enabled the head of the 
department to keep posted on the condition of the stock 
for which he was approving an order for additional 
supplies. 

After the requisition had been signed by the store- 
keeper, he forwarded it to the head of the department 
for which the material was wanted. The requisition 
was then sent to the general manager for approval be- 
fore going to the purchasing agent. 

All requisitions issued by the storekeeper at Camden 
were forwarded to the general storekeeper in order that 
the small quantities used at Camden might be supplied 
from the general storeroom if this could be done to 
advantage. If the general storekeeper could not furnish 
the materials, he approved the requisition and for- 
warded it to the general manager. 

After the original copy of the requisition was ap- 
proved by the general manager it was sent to the pur- 
chasing agent, the duplicate being retained by the 
general manager and the triplicate and quadruplicate by 
the storeroom. One of the latter two copies was placed 
in a numerical file and the other in an alphabetical file 
according to the class of material ordered. Upon receipt 
of the original copy, the purchasing agent issued an 
order for the required material and sent copies of the 
same to the general manager, the general auditor and 
the storekeeper. The number of the order was placed 
on the storeroom copies of the requisition, the alpha- 
betical file copy of the requisition was given to the re- 
ceiving clerk, and the other copy was kept in the store- 
keeper’s file under the date upon which the material was 
required. If the material was not received on time, the 
storekeeper requested the purchasing agent to notify 
the firm upon which the order was issued to hasten the 
delivery. 


RECEIPT OF MATERIAL, TESTING, ETC. 


A large percentage of the supplies received at Passaic 
wharf arrived in carload lots, while only a comparatively 
small percentage of supplies arrived at the general store- 
room in this manner. Many shipments were received 
daily at the different freight houses in Newark and 
were carted to the storerooms. 

Certain supplies, such as babbitt metal, Hompouiion 
castings, paints, solder, etc., required analysis before 
they could be turned into stock. For instance, the bab- 
bitt metal specifications called for a composition of 83% 
per cent tin, 8%4 per cent copper and 8% per cent anti- 
mony. An average sample was taken at random from 
the delivery received and was sent to the chemist for 
analysis. If the analysis showed a variation of more 
than 1 per cent from the proportions specified, it was 
considered sufficient cause to prompt the cancellation of - 
the order with return of the complete shipment. 

When the materials were received at the storerooms 
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the receiving clerks weighed, counted or measured them 
as the case might be. An entry was then made in the 
receiving book, which was of loose-leaf form to pro- 


Maximum-2—~-—....=...—=.—--mm. 
STORE ROOM STOCK MEMORANDUM 


“eS GaN 


Daten x2 


To Stock Clerk—Pléase note conditions of Stock, Lot No, , 


on hand this date. 


ARTICLE 


Signature |. 


Public Service Storekeeping—Storeroom Stock Memorandum 


vide a complete record for future reference. This form 
showed the shipper of the material, with a complete 
description of the material, the date of arrival and order 
number, the quantity or weight and how delivered, 
whether by freight, express, truck, messenger or parcel 
post; also if any transportation charges were paid. 
This form was standard for all storerooms. The re- 
ceiving clerk after checking and entering the materials 
turned them over to the stock clerk, who placed them 
under the proper lot numbers. 


CHECKING THE SHIPPERS’ INVOICES 


Shippers were required to forward their invoices di- 
rect to the purchasing department. All invoices must 
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all departments over regular invoices. When invoices 
were received from the accounting department they 
were checked with the receiving book record, proper 
entries were made and were noted therein. All invoices 
were approved by the storekeepers and the head of the 
department for which the material had been ordered 
and were then forwarded to the general auditor for pay- 
ment. The bill clerk before entering the quantity and 


Month of...._________-~.._._..-... Invoice No. —— 
‘CLASSIFICATION 
DIVISION AMOURT 


PUBLIC SERVICE RAILWAY COMPANY 


Date services performed 
Price, etc... 
General Stores book folio. a 
-HveneeRecord book folio —.———-—--——- 
i checked by. — 
General Approval by 
Remarks 


Public Service Storekeeping—Sticker Type Invoice Form 


price on stock ledgers first checked the extensions and 
discounts. When there was an error on the bill the 
general auditor was notified by the storekeepers. 

If material received by the stores department was not 
satisfactory for any reason or was not in accordance 
with the specifications, the purchasing agent was noti- 
fied and requested to advise shipping instructions for 
its return. When material was returned for any reason 
a return purchase form was made out and sent to the 


_ general auditor, charging the firm with the value of the 


material returned. Frequently firms would ship in ex- 
cess of the quantity specified on the order. When this 
occurred the overshipment was returned to the shipper 
unless it could be used to advantage. 


RECEIVING BOOK 


RECEIVED FROM 


WEIGHT NAME 


+. is = on or 
ADDRESS QUANTITY ARTICLE 


LOT NO. Prick 


AMOUNT EXPE CASH Ner TOTAL INVOICE 


ee ioe FINISHING % 
prvoice YARIGHT DISCOUNT Paice cosT No. 


Public Service Storekeeping—Headings of Receiving Book 


contain the order number. The invoices were checked 
with the order by the purchasing agent, who certified 
to the same as to price, quantity and other particulars. 
He attached to the invoice one of the company’s stand- 
ard sticker invoice forms,* noting thereon the terms 


no. 9.5946 


Public Service Storekeeping—Requisition on Purchasing 


Agent Made by Storekeeper 


of purchase as well as his approval, and forwarded all 
invoices to the general auditor to be checked with his 
records. The invoice passed through the same process 
in the accounting department and was forwarded to 
the general storekeeper for his certification. Many of 
the company’s purchases were subject to cash discounts, 
and invoices for such purchases received preference in 


*See article on “‘Public Service Sticker Invoice,” page 454. 


A loose-leaf stock sheet was used as a stores ledger. 
This showed the lot number, rack number, description of 
materials and maximum amount authorized. It provided 
for the date, statement of quantity on hand on the last 
day of the preceding month, the amount received on 
requisition during the month, the total and the amount 


ORIGINAL 


CAR HOUSE, S— 3 


ACCT. NO....2-. 0... 


cee JOB ORDER..... 
QUANTITY ‘iS Te) . = 


WANTED ARTICLE 


DELIVERED By... 


PREGE RV ED BOY aris See ores 


Public Service Storekeeping—Stores Order Used by Way 
Department and Shops 


consumed by day and month for the current year. As 
both sides of the sheet were used in the same manner, 
each ledger lasted two years. 


DRAWING MATERIALS FROM STOCK 


Three different forms were used by different depart- 
ments when they desired to draw materials from stock, 
namely, stores orders, requisition on storekeeper and the 
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material and time report. All of these served the same 
purpose so far as the stores department was concerned. 
The maintenance of way department, Plank Road car 
shops and Camden shops used the stores order. The 
carhouses of the Northern division used the requisition 
on the storekeeper, while the line department used the 
material and time report. 
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room employee who made up the order and the motor- 
man of the supply car. The foreman at the carhouse 
was obliged to receipt in full for the material which he 
received. 

The material and time reports were used only by the 
line department and they were signed by the division 
general foreman. These forms showed the kind of 


PUBLIC SERVICE RAILWAY CO. 


LINE DEPARTMENT 
MATERIAL AND TIME REPORT 


FOREMAN WILL MAKE A SEPARATE REPORT FOR EACH JOB 


TO BE FILLED BY 
GEN, STOREKEEPER 


Size Put up 
Material Lot No. or Amount or Amount 
Kind Taken Down| 


Miiebyoke | tenn 
0 et 


Authorization No. 


Charge Account No. 


Foreman. 


Gen'l Foreman. 


Public Service Storekeeping—Form Used by Line Department in Drawing Materials from Stock 


Stores orders were signed by the foreman of the de- 
partment that required the material. These were made 
-out in duplicate, one of which was kept by the store- 
room, while the other was sent to the accounting depart- 
ment. These forms showed the number of the car upon 
which the material was to be used, the job number and 
the number of the account to which the cost would be 
charged. They also showed the quantity required, the 
unit cost, the name of the article, the lot number and the 
amount. The order was initialed by both the store- 
room employee who delivered the material and the em- 
ployee of the department who received the material. 

Requisitions on the storekeeper were signed by the 
carhouse foreman and had to be approved by the head 
of the department before they were honored. These 


REQUISITION ON STOREKEEPER. ns_® 9904. 


TO THE STOREKEEPER? Date IS 


Please deliver to. . 
One account only on each order. 


Account___________ Order. 


Public Service Storekeeping—Requisition Used by Carhouses 
of Northern Division 


were made out in triplicate; the original was kept in the 
storeroom, the duplicate (manifest) was forwarded to 
the general auditor, and the triplicate was retained by 
the division foreman. These forms showed the quan- 
tity used during the last month, the quantity on hand, 
the quantity required, the lot number, the unit cost and 
the amount. This requisition was initialed by the store- 


material, lot number, quantity used, unit cost, amount 
and job number. They were required in reporting and 
charging out of stock the materials used from the 
various line department sub-storerooms. 


SUPPLY CAR SERVICE 


The supply cars used for delivering materials were 
operated on schedule and covered the carhouses of the 
Northern division each week. The larger carhouses re- 
ceived supplies from the storerooms twice a week, while 
the smaller ones received one delivery a week. The 
car arrived at the different carhouses on the same days 
each week, thus enabling the carhouse foreman and 
supervisor to arrange to have his requisitions reach the 
storeroom in ample time to provide for delivery by the 
next car. 

All supplies were checked by the stock clerk before 
they were loaded on the car each afternoon. When the 
car was loaded it was locked and left for the motor- 
man and his helper, who took the car out at 7 o’clock 
on the following morning. 

The equipment for handling maintenance of way sup- 


_ plies consisted of thirty cars, including three derrick 


cars, one engine and one crane car. The supply-car 
motorman after delivering supplies left the receipts at 
the storeroom office, after which they were given to the 
stock ledger clerk, who entered on stock ledgers the 
quantities delivered. The orders were then priced, ex- 
tended and rechecked, separated into the different de- 
partments, totaled each day and forwarded to the gen- 
eral auditor. 

In addition to the regular monthly check of value of 
materials on hand compared with balances shown on 
the company’s general ledger, the storekeeping depart- 
ment was subject to monthly visits of the traveling 
auditor, who followed the practice of counting mate- 
rials in a number of bins, selected at random, and com- 
paring his count with the number on hand as shown 
by the stock ledger. 
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DISCUSSION ON STOREKEEPING 


Mr. Newton said that the purchasing department ap- 
plied the system of competitive bidding wherever pos- 
sible. Estimates were sent in by different manufac- 
turers, these were carefully compared and the order 
was placed with the lowest bidder. The important ele- 
ment of quality was taken care of in most cases by 
standardization, or else it was an element which, with 
prices, was considered in placing the order. Materials 
like solder, babbitt and composition castings were pur- 
chased under the company’s own formula, and estimates 
were submitted with that formula as a criterion. The 
same plan was followed with printing. The size, weight 
and quality of the paper had been standardized, after 
approval by the department heads, so that all printing 
could now be ordered under specifications. Formerly, 
much annoying delay was caused by the fact that print- 
ers would submit samples of stock with their estimates, 
and these in turn had to be submitted to the makers of 
the requisitions. With the standardization of paper 
stock, however, this source of delay had been eliminated. 

A great saving had been effected by advising store- 
keepers of prospective advances in prices on materials 
subject to constant market fluctuations, such as tur- 
pentine, linseed oil, sponges, nuts, screws, elastic bands, 
switch rubbers, etc., which were purchased. in very 
large quantities. If an advance in price seemed likely, 
the storekeepers were advised to requisition, and the 
orders were placed with the manufacturer who held the 
material in reserve for the company to draw upon at 
intervals. By this arrangement the purchasing depart- 
ment was in accord with the company policy of keep- 
ing supplies on hand as low as consistent with efficient 
operation, but at the same time economicai purchasing 
was secured. 

In presenting his written discussion Mr. Hughes 
referred to Mr. Inglehart’s description of the course 
taken by an invoice passing through the storeroom 
records until it reached the “material and supplies” ac- 
count. Each month a list of these invoices was pre- 
pared and forwarded to the storekeepers for checking 
in order that no items might be charged on the general 
books to “material and supplies” account without the 
knowledge of the storekeepers. 

Frequently material was received in advance of the 
invoice, and if it had to be used at once the charge 
made was at the last price shown on the stock ledger. 
If the price on the invoice proved either higher or 
lower than this charge, an adjustment of prices was 
made accordingly. 

When the storekeeper required for stock materials 
that could be manufactured more cheaply at the shop 
than they could be purchased elsewhere, he issued a 
manufacturing order which showed the order number, 
quantity on hand, number wanted, lot number, specifica- 
tions, whether the raw material needed in manufacture 
was in stock or ordered and any other essential in- 
formation. All expenditures for labor and material re- 
quired in manufacture were charged to the order. 
When the order was finished a complete report in tripli- 
cate form was prepared in the shop, one copy for the 
accounting department, one for the storekeeper and one 
for the file. This report showed the number of articles 
manufactured, the cost divided between labor and mate- 
rial and the date of completion. The accounting depart- 
ment’s copy of the completed report was sent through 
the storekeeper, who entered the cost on his records and 
forwarded them like an invoice. This report also 
passed through the accounting department just like an 
invoice, except that instead of an actual cash disburse- 
ment the cost of the materials manufactured was trans- 
ferred from the “goods in process” account to the 
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“materials and supplies” account after the completion 
of the order. 

When the storekeeper sent certain classes of mate- 
rials to a carhouse he looked for the return of a like 
amount of old materials. If it was possible to repair 
the old materials for future use, the storekeeper charged 
his account with a fixed sum and credited with a like 
amount the carhouse from which they had been re- 
turned. The storekeeper then issued a repair order on 
the shop which was somewhat similar to the form of 
manufacturing order. Charge was made against the 
repair order with the value of material previously 
charged against the storekeeper’s account and credit 
was given his account for the same amount as in the 
case of a manufacturing order. All expenses for labor 
and material for such repairs were charged to the order 
and credit was given for any salvage recovered. 

Another interesting feature of the railway method 
of stores accounting was in the monthly distribution 
report. This report was compiled in the accounting de- 
partment from the stores orders and manifests received 
by the storekeeper for materials delivered. These were 
forwarded daily to the accounting department. The in- 
dividual amounts shown as to the value of materials 
delivered on stores orders and manifests were tabulated 
on the adding machine by the storekeeper and the stores 
orders and manifests were compared with the adding 
machine list when received in the accounting depart- 
ment. A receipt was signed and returned to the store- 
keeper for the total amount which the stores orders 
and manifests represented. The accounting depart- 
ment verified the extension and examined the classifica- 
tions to see that the proper account. had been charged 


Ss well as the correct job order number. Distribution of ~ 


the expenses and analysis of same were then made on a 
Hollerith machine. On Friday of each week a report 
was forwarded to the mechanical engineer showing a 
distribution of his expenses between labor and material 
for the week ending on the day previous. These re- 
ports were used by him as a guide to enable him to de- 
termine whether or not economies could be effected. 


ORGANIZATION AND TEAMWORK 


Mr. McGraw then addressed the meeting on “Organi- 
zation and Teamwork.” He first discussed the im- 
portance of the A. E. R. A. section movement and com- 
plimented the company on its progressiveness in demon- 
strating the great possibilities for good that lie in sec- 
tion work. The Public Service Railway was -a great 
organization, one of the best ever developed. It had 
the confidence of the electric railway industry through- 
out the country. It was looked to as a leader in the 
development of the highest ideals in public service 
work. It stood fully committed to the best possible 
service to its public with the lowest possible rate of 
fare, and it had won the good will of its public to an 
unusual degree even in these times of an extraordinary 
public criticism throughout the country. Under these 
circumstances it seemed almost presumptuous to at- 
tempt to talk to officers and men of the Public Service 
Railway on the subject of organization and teamwork. 
He realized, however, that this was a company section 
meeting made up of a body of the younger men, the 
juniors, so to say; that this was the gathering place 
or forum where young men could come to the front to 
express themselves in writing and to discuss and de- 
bate important questions of their own work for the de- 
velopment of the best that was in them. 

One great reason for lack of man development was 
this: Nineteen out of twenty young men (and even a 
good proportion of older men) were inherently better 
than their work would indicate. The trouble was that 
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they were satisfied with less than their best. 
limitations were in the forefront instead of being ab- 
sorbed by their work. They failed to make the effort 
to live up to the best that was in them. They shirked 
responsibility without knowing it. This attitude be- 
came a habit of mind which shut them out from as- 
suming their share of the load. The man himself might 
not be aware of it, but the boss was if he was a student 
of human nature as most bosses must be. What hap- 
pened? Jones was passed over in favor of the other 
fellow, perhaps his junior, while Jones sat and won- 
dered why. He had forgotten the homely little ditty 
that says: 

“So you think there is no place waiting for you; 

That the boys are too many and the jobs are too few. 

Just a word in your ear: By the time you prepare 

To hold down a good job the job will be there!” 
Daily incidents like this illustrated the need for just 
the kind of work that was being done by the company 
section. It was teaching Jones and all of its other 
members to do independent thinking and also to do 
things as well as to think them. It was teaching them 
how to open their own eyes to their own limitations and 
possibilities in order that they might be able to carry 
their full share of responsibilities. In short, it was 
teaching them how to be motors, not trailers. 


THE SHIP THAT FOUND HERSELF 


. As a happy instance of the meaning of organization 
Mr. McGraw quoted Kipling’s story of the ship that 
found herself. When the ship started on her maiden 
voyage the frame, the plate, the engine, the crew and 
other parts each bragged that it alone was the ship, the 
burden of their solos being, “I am the ship.” But with 
the first storm each part discovered that it was mutually 
dependent upon the other; in fact, that each was help- 
less without the other. When port was reached there 
was no more individual boasting; the burden was now 
the chorus, “We are the ship.” 
“We are the ship” was the motto on which ‘to build 
the ideal electric railway organization. In other words, 
we are the company; not your company or the company, 
but owr company—our ship. We have a slogan; now 
how shall we live up to it? The kind of president and 
board of directors was the first thing of importance. 
His auditors knew that the president and board of di- 
rectors of the Public Service Corporation were big, 
broad-gaged men actuated by the right motives both 
toward the men under them and the public which they 
serve. They were actuated by the spirit that the entire 
organization of a public service company from the board 
of directors to the least important employee is made up 
of public servants, owing to the public a duty as direct 
as that which they owe to the owners of the property. 
The same thought had been condensed to the phrase 
“Safety first, service second, rates third.” This feel- 
ing applied with special force to those officers and em- 
ployees who were constantly in touch with the public. 
Much was heard about the “men higher up,” but in 
public service companies much of the difficulty was 
with the “men lower down.” The public failed to dis- 
criminate between the unwise, unjust and inconsiderate 
action of an agent or employee and the action of the 
company itself, but the company was always held re- 
sponsible. 


ELECTRIC RAILWAY ORGANIZATION 


In speaking of an electric railway organization, we 
were sure to think of the usual key diagram which 
showed a fine big circle for the president and board 
of directors, a smaller one for the general manager, 
still smaller ones for the department executives, and so 
on until, perhaps, only pinheads were left to represent 
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the “subs” and the “sub-subs.” Of course, these dia- 
grams were of great value on different properties to 
show the interdepartmental relations and who’s who~— 
if not always why. But the most ingenious diagram 
could give no hint about the real efficiency of the cor- 
poration which is thus pictured. The study of organi- 
zation must go below such mere mechanical divisions 
to basic problems like these: How can we best develop 
the best that is in each individual? How can we foster 
team work between those individuals? How can we 
give the organization as a whole so definite a character 
that its attitude and aims will be justly crystallized 
in the behavior and expressions of its employees and 
be understood by the public? And in this study he 
would include the employees all the way down the line 
to the platform man. 


DEVELOPMENT OF THE INDIVIDUAL 


The first task must be the development of the indi- 
vidual, not only the individual at the bottom but also 
the individual at the top. The success of the electric 
railway as an organization began with the viewpoint 
which the president and its board of directors assumed 
toward their employees. If the company would ‘not 
condescend to study the individual needs of its men, the 
men were not very likely to study the needs of the com- 
pany. Now, studying the needs of the men did not 
mean necessarily the payment of more and more wages 
or the granting of shorter and shorter hours, but rather 
the cultivation of each man’s individuality or powers 
of self-expression to fit him for the next step upward. 
When a business was so small that one executive could 
keep in touch with all of his men it was easy to ad- 
vance each one according to his deserts. In the great 
corporations of to-day, however, the most capable man- 
ager could not develop his men by personal intercourse 
alone, and in this fact lay the failure of many a large 
organization to attain the efficiency of its smaller com- 
petitor. 

How’could the democratic spirit which had made this 
country the greatest in the world be applied usefully 
to American industrial life? To be sure, technical 
questions could not be decided by universal suffrage, 
but we could have an organization which would give 
each man a chance to express himself about his par- 
ticular line of work, and which would enable him to 
advance with no more artificial impediments than he 
would encounter in political life. The spirit of the 
Public Service Railway stood for this idea as expressed 
by the company section. For instance, not only the 
architect and the master mechanic should design the 
shop, but the very man who worked under an ice- 
covered car body should also have a word. How much 
greater interest every employee would feel in his work 
if he knew that his experience was also an appreciated 
factor in the company’s decisions! 

A great many companies now had meetings of the 
general manager and department heads at stated inter- 
vals. This practice was an excellent one so far as it 
went; but it could be carried still further and confer- 
ences could be instituted between the foremen, the as- 
sistant foremen and the understudies of the department 
heads, so that when the subordinate men advance they, 
too, would have some acquaintance with the other fel- 
low’s problems. But the Public Service Railway had 
gone still further than this by the organization of a 
company section which, like the good old New England 
town meeting, was open to all regardless of position 
and gave each man the chance for the utmost freedom 
of expression on the topics that touched his bosom. He 
did not believe that there could be a better way than 
this to broaden the education of every man and to bring 
all classes and ranks of employees together, thus secur- 
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ing that. mutual understanding and personal inter- 
eourse so difficult in a big corporation. Of course, some 
men are not so resourceful in speaking as they are in 
acting. For this reason, written discussions should be 
encouraged just as much as oral discussions. 

Mr. McGraw then described the editorial organization 
of the periodicals of the McGraw Publishing Company. 
Each paper was departmentalized so that each editor, 
whether associate or assistant, had a division for which 
he was solely responsible except as to general editorial 
policy. Frequent conferences were also held at which 
the needs of each department were discussed and at 
which plans were made to increase or decrease activi- 
ties in certain lines according to the wants of the 
industry served. Thus, while each man’s individual 
ability was developed, he also obtained the all-around 
knowledge necessary to give him the proper sense of 
perspective. 

Mr. McGraw added that the success of any organi- 
zation in developing and keeping its men must be meas- 
ured by its degree of self-perpetuation. If it must go 
far afield every time a big job becomes vacant, its 
action reflected on the executive far more than on the 
rank-and file. The company section was a great force 
in developing men for higher positions. 


TEAMWORK 


If the organization was composed of men who were 
capable of growing up to larger responsibilities, the 
next problem was that of directing the energies of these 
men to a common end. This had its difficulties because 
ambition and co-operation might be mutually destruc- 
tive instead of mutually helpful forces. It was neces- 
sary to show that in the long run what was best for the 
organization as a whole was also best for the individuals 
in that organization. It was not enough to love one’s 
work and to be ambitious to get on in the organization; 
each man must also love his fellow-worker if ideal serv- 
ice both to his customers and the stockholders was the 
goal. To love one’s fellow-worker meant simply this: 
that a man should understand the other fellow’s prob- 
lems so well that every move he made would be the 
move that would be the best for all and not for the indi- 
vidual. Mr. McGraw then emphasized that point by 
examples from electric railway practice. 

For instance, the track engineer when figuring on 
the comparative costs of rail joints should not try to 
“put one over” on the power and accounting depart- 
ments by ignoring the value of the electrical energy 
that he might have to take from the trolley line for 
installing those joints. It was true that he wanted to 
make the best possible showing for his department, but 
he must not forget that he and the power engineer were 
going to be bad friends just as soon as the latter dis- 
covered the leak. So, again, the carhouse foreman must 
bear in mind that a car had no business to burn its 
lamps when once it had entered the carhouse. Team- 
work here meant plainly enough: ‘‘Keep down the other 
fellow’s expense as willingly as you want to keep down 
your own.” 

It was natural that when the annual budgets were 
prepared, each department should think its own wants 
the most pressing; but when so many hands were knock- 
ing at the gates of the treasury every dollar spent must 
be granted only where it would go the furthest. But 
it should not be left entirely to the general manager, 
the president and the board of directors to decide what 
department was the most deserving. The budget mak- 
ers should first try to decide among themselves whether 
the desired betterment in service could not be obtained 
by some other division of the appropriation than that 
worked out independently by each man. Additional 
feeder capacity, for example, might keep the cars to 
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schedule for much less money than new, higher-powered 
rolling stock. 

In a large organization which numbered hundreds, 
nay, thousands, of men such effective teamwork as this 
might seem almost impossible, for even with the 
monthly section meetings it was still a hard problem to 
tie together in harmonious understanding all the rank 
and file scattered on hundreds of miles of track. But 
a good start had already been made by the baseball 
leagues and other friendly sporting competitions, and 
by the trips which the management arranged to show 
the men from one division over the properties of an- 
other—a practice that could only tend to broaden their 
minds and to give them a greater pride in their organi- 
zation. Yet, after all, it was not the section meeting, 
the sporting competition or the excursion trip that was 
making the Public Service men the greatest group of 
teamworkers in the: world—it was the knowledge that 
the directors of the company were broad-minded enough 
to treat them as men who had a real interest in their 
work and as men who had within them the seeds of 
ever greater worth. 


THE ORGANIZATION AND THE PUBLIC 


The last problem in organization was that of public 
relations. This subject had always been an important 
one but never had it been of such commanding im- 
portance as to-day when so many absurd ideas were 
extant concerning the fabulous profits and alleged tyran- 
nical attitude of public service corporations. The rank 
and file who were in direct contact with the realities 
knew better and could perform truly patriotic service 
by setting their fellow-citizens right on this vital mat- 
ter. But it was not so much what the men said as 
what they did that would win the good will of the 
public. They were the working force of the greatest 
public utility organization the world had ever known. 
Through their connection with that organization they 
were responsible for the welfare and comfort of millions 
of people—for their light, their power, their transporta- 
tion. Was it not a worthy ambition to say to them- 
selves: “We will supply that light, that power and that 
transportation so well that the people will arise and call 
us blessed”? 

It was true, considered in one sense, that each man 
was only a very small fraction of a great organization, 
but in another sense he was really the organization, for 
his every word and action might be interpreted by the 
public as the spirit animating the Public Service Cor- 
poration as a whole. The conductor who aided a crip- 
pled passenger to alight, the trackman who did his work 
with the least disturbance of a citizen’s sidewalk, and 
the transportation superintendent who could sympa- 
thetically listen to a fair or unfair complaint were all 
just as important intermediaries with the public as the 
biggest stockholder; in fact, they might be more im- 
portant because the people were affected more directly 
by the action of an employee. These innumerable points 
of contact between the corporation’s employees and the 
public created that atmosphere which made or ‘marred 
the success of a public utility even when no great tan- 
gible faults or merits were in question. It was needless 
to add that the fair policy of the man higher up could 
have the most beneficial effect on these missionary labors 
of the rank and file. If the directors were imbued with 
the ideal that public service was a public trust, they 
would not only give good service to their patrons but 
would see to it that their own enlightened sentiments 
were made to permeate every branch, twig and leaf of 
the organization. Then and then only would the organi- 
zation have acquired that definite personality which 
would make every employee a true and worthy repre- 
sentative and exponent of his company’s policies. 


a | 


~ 


FEBRUARY 28, 1914.] 


CONCLUSION 


In concluding, Mr. McGraw said to his auditors that | 


his discussion must have been rather academic to them 
as employees of the Public Service Corporation of New 
Jersey, as no other public utility of this country had 
been so progressive in developing the features of or- 
ganization that he had discussed. Their management 
was the first to install cadet engineering and apprentice- 
ship courses which attract to electric railway work the 
kind of men that can “make good” in jobs where edu- 
cation and executive ability. must go hand in hand; it 
was the first to secure real teamwork through personal 
contact at monthly section meetings; it was the first 
to inaugurate a system of welfare work that far ex- 
ceeded in benefits the model methods of the great gov- 
ernment of Germany; yet during this time it had raised 
its railway, lighting and power service to the highest 
possible standards. Here were achievements that every 
Public Service man should be proud to trumpet forth as 
a fitting reply to the silly denunciations of what that 
great statesman Bismarck rightly had called the “rep- 
tile press.” 

Upon the conclusion of Mr. McGraw’s address 
a vote of thanks was given to the speakers of the 
evening. The meeting was then adjourned. 


WELFARE DEPARTMENT FOR NEW YORK 
ELECTRIC RAILWAYS 


T. P. Shonts, president of the Interborough Rapid 
Transit Company and the New York Railways, an- 
nounced on Feb. 2 that a welfare department had been 
formed in connection with these companies and placed 
under the supervision of H. H. Vreeland, vice-president 
of the Interborough-Metropolitan Company. Welfare 
work in the organization of these companies has dated 
from the time twenty years ago when Mr. Vreeland 
inaugurated in connection with the old Metropolitan 
Street Railway what is now known as'the New York 
Railways Association. Since that time there have been 
different movements looking toward the improvement 
of the social and economic surroundings of the em- 
ployees, brought about through the voluntary co-opera- 
tion of the officials of the companies and the directors 
and evidenced by personal contributions.and the exten- 
sion of the companies’ credit in supporting these move- 
ments. Now, however, there has been evolved a desire 
on the part of all more effectively and scientifically to 
combine the functions of administering and developing 
the welfare work already being done. Previously this 
has been handled by the different departments, but the 
work has become so extensive and the monetary 
amounts involved have become so large that it has 


seemed best to the directors of the company to place all - 


the welfare work directly under their supervision. In 
other words, the work is now to be completely unified 
under the head of one supervisor instead of being 
handled in a subdivided form by the various depart- 
ments, 

In order to bring about this unification it has been 
decided to create a separate and distinct unit of or- 
ganization to be known as the “welfare department.” 
To co-ordinate the various functions of the work there 
is to be a general welfare committee, consisting of the 
department heads of the companies and serving in an 
advisory capacity in furthering the work of the wel- 
fare department. The welfare department is to be in 
charge of an officer with the title of “director of -wel- 
fare work,” who will also act as chairman of the wel- 
fare committee. The director of welfare work as a 
line officer will work in close harmony with other de- 
partment heads, and as chairman of the welfare work 
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he will be staff officer reporting directly to the presi- 
dent. The appointment of Mr. Vreeland as the first 
holder of this new office took effect Feb. 1. 

The extent to which the companies concerned have 
previously engaged in welfare work may be judged 
from the following list of activities. It should be 
noticed that some of the lines of welfare work in the 
list are in connection with the street railways and 
others are in connection with the subway and elevated 
lines. 

(1) The inauguration of the Voluntary Relief De- 
partment and the Relief Association. These organiza- 
tions comprise at the present time approximately 60 
per cent of the employees of the entire system. They 
pay certain death benefits according to the class mem- 
bership held by the employees and enable the em- 
ployees to carry life insurance at a minimum cost. The 
Interborough Rapid Transit Company pays all the ad- 
ministrative expenses of its association. 

(2) In connection with one of these associations a 
loan fund has been established for the purpose of aid- 
ing employees who, by reason of sickness or death in 
their families, become in need. 

(3) In an effort to reduce the high cost of living, 
the company, with the approval and co-operation of the 
employees, has established three co-operative stores in 
New York City upon the company’s property. The 
operation of these stores has previously been described 
in the ELECTRIC RAILWAY JOURNAL. | 

(4) At practically all terminal points throughout the 
city the company maintains restaurants open twenty- 
four hours during the day at which cooked food is 
served to the employees at cost. 

(5) At many of its terminal points the company 
maintains recreation rooms in which there are libra- 
ries, pool tables, baths and other comforts. 

(6) The company has devoted some of its real estate 
holdings to playgrounds for its employees for baseball, 
football, tennis, etc., with a grand stand for use in bad 
weather. 

(7) The company has organized a baseball league 
with clubs from the various departments. In this 
there is the keenest rivalry. The officers of the com- 
pany, to show their interest, personally contribute each 
year a pennant and gold medals for members of the 
successful team. 

(8) The Interborough Rapid Transit Company has 
a band of 100 employees, uniformed and equipped at the 
expense of the company. This organization plays at 
various social and other functions of the employees and 
often participates in patriotic and civic functions. 

(9) Employees’ picnics, balls, clambakes and other 
outings are further examples of the things concerning 
the employees in which the companies co-operate. 

(10) The Interborough Rapid Transit Company pub- 
lishes monthly and circulates among all its employees 
the Interborough Bulletin, containing articles of inter- 
est to the employees and a page or two relating to mat- 
ters of personal interest to them. 

(11) The company furnishes free to all transporta- 
tion employees in the subway white duck uniforms, 
which are laundered without cost to the employees. 

(12) The most recent example of welfare work on 
the part of the companies was the Thanksgiving gift 
made Dec. 1 to the wife of every married employee 
who had been in the service one month or more. This 
consisted of a pass good for free transportation over 
the system on which the husband is employed. 

Under the new arrangement the work in connection 
with these welfare activities will be thoroughly organ- 
ized on a unified basis, and various new movements will 
be taken up by the welfare committee and welfare de- 
partment as these are deemed advisable. 
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Papers at the C. EK. R. A. Convention 


Abstracts Are Published of the Papers Read at the Cleveland Meeting of the Central Electric Railway 
Association—A Report Is Also Presented of the Proceedings on Thursday and Fridaay é 


RAILWAY MOTORS 


BY J. F. LAYNG, GENERAL ELECTRIC COMPANY 


When the purchase of railway motors is made, the 
first cost is not the only thing that is now considered. 
The different phases touched upon are generally as 
follows: 

Service capacity, reliability, efficiency or energy 
consumption, maintenance, first cost and weight. 

During the past few years many mechanical im- 
provements have been made in lubrication as well as 
in the application of sheet-steel commutator covers, 
axle-bearing guards and a number of other small 
points which, while not revolutionary, will tend to re- 
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Service Capacity Curves of 50-Hp Railway Motor, Venti- 
lated and Closed; 69:15 Gearing, 35-In. Wheels, 550 Volts 


duce the maintenance and facilitate handling and care 
of the apparatus. The use of box frame motors is 
gradually increasing because master mechanics want 
a motor with the fewest possible parts and one that 
will be entirely free from oil within the motor shell. 
Another reason why box frame motors are usually se- 
lected is that while it is possible with the split-frame 
motor to make many minor repairs without removing 
the motor from underneath the car, bad repair condi- 
tions in the pit often make the total detention and 
maintenance costs greater than if the motor had been 
taken completely from the truck. With the present 
mechanical design of the motors and trucks of single- 
truck cars it is usually considered absolutely essen- 
tial to have a split-frame motor. 

The only radical improvement in the electrical de- 
sign of railway motors during recent years has been 
the adoption of commutating poles to meet relatively 
high voltages which are being used in city and inter- 
urban lines. 

During the last four years, however, a very decided 
improvement has been made in ventilation. Many 


‘same stops can haul 10 tons per motor. 


forms of ventilated motors exist, but the one in most 
general use is that in which the air is taken in at the 
upper and pinion side of the motor, the air flowing 
between the field coils, over the surface of the arma- 
ture, under the commutator and through longitudinal 
holes in the armature laminations, and forced by a 
radial fan to atmosphere. With this method the in- 
terior of the motor is kept at practically a uniform 
temperature, and the work capacity is greatly in- 
creased. An example of this is shown by a 50-hp 
motor which, when entirely closed, can propel a car 
weighing 7.2 tons per motor and making eight stops 
per mile. The same motor ventilated and making the 
If this motor 
is operated in a service with but one stop per mile 
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STOPS PER MILE 


Service Capacity Curves of 50-Hp Railway Motor, Ventilated 
and Closed; 65:19 Gearing, 33-In. Wheels, 550 Volts 


it could haul a car weighing 8.6 tons per motor, and 
when this same motor is ventilated it would be pos- 
sible to increase this weight to 12.2 tons per motor. 
All of these figures are based upon motors with a tem- 
perature rise of 65 deg. C. There is necessarily 
some slight difference in the schedule speed for the 
two weights of equipment with the same gearing. 
This is illustrated by the two accompanying curves. 
The continuous rating is another indication..of the 
work capacity of the motor. A certain motor when 
fully inclosed and operating on 500 volts will have a 
continuous rating of 29.5 amp. This same motor un- 
der the same conditions ventilated will have a continu- 
ous capacity of 44 amp. These figures show that the 
ventilated motor will accomplish a given work at a 
much lower temperature than the same motor non- 
ventilated; or, to put it in another way, a much smaller 
ventilated motor can be used to perform a certain 
service. An example which illustrates this point is 
that of a car weighing 45 tons, equipped with four 
100-hp motors weighing 4100 lb. each. These mo- 
tors were removed from the car and four 40-hp ven- 
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tilated motors. with field control were substituted. 
These same motors are satisfactorily performing the 
same schedules that had been operated previously by 
the larger motors. The surprising feature of this test 
has been that the hottest part of the windings of the 
smaller ventilated motor which performed this serv- 
ice was 59 deg. C. rise, or approximately the same 
temperature as that obtained by the 100-hp non-ven- 
tilated motor. This point is brought out merely to 
show what can be accomplished in work capacity by 
ventilation, and not that the manufacturer would or- 
dinarily be willing to recommend such a small motor 
for this service. The mechanical construction of the 
smaller motor does not fit it to perform regularly, in 
all classes of service, the duties imposed by this 
heavier car. Thousands of these motors are in daily 
service on all classes of roadbed, and not a single 
case of equipment failure has been traced to ventila- 
tion. 

The usual practice is to place the air intake at 
right angles to the direction of car motion. With this 
arrangement wheel wash and heavier dirt pass the 
intake without entering the motor. A certain amount 
of dust is drawn through the motor, but in order to be 
drawn in with the air circulation this dust must nec- 
essarily be very fine and of a light character. Prac- 
tically all of it is suspended in the air circulation of 


the motor and forced out, and does not lodge within 


the interior of the motor shell. Inspection of many 
equipments in service show that the brush holders, 
brush-holder supports, commutators and commutator 
V rings are cleaner than, or at least as clean as, other 
motors which are in the same service. 

A number of tests which have recently been made 
show that in frequent stops (city service) non-ven- 
tilated motors with an hourly rating of 25 per cent 
greater than ventilated motors run at practically the 
same temperature. This shows that when ventilated 
and non-ventilated motors are being considered for 
the same service the ventilated motor will run at much 
lower temperatures, and therefore it should naturally 
be a lower maintenance machine than the non-ven- 
tilated motor which runs at a higher temperature; 
and also that in so far as work capacity is concerned, 
this type of motor gives the greatest value for the 
investment. 

FIELD CONTROL 


When selecting equipments, many operating officials 
frequently ask the question: ‘What are the advantages 
of field control?” For frequent-stop city service with 
field control, there will be a saving from 6 per cent to 
approximately 10 per cent in energy consumption and 
for elevated service from 4 per cent to 7 per cent. 
It is very hard to make a statement for interurban 
service as there are such wide variations in inter- 
urban work. Where the interurban stops are infre- 
quent, the saving is very small and it is not con- 
sidered advisable to accept the additional complica- 
tions of equipment for energy saving alone. In gen- 
eral, it may be said that with field control a motor of 
somewhat lesser houriy rating, and consequently a 
somewhat lighter motor, can perform any service for 
which it is selected, but the increased cost of the con- 
trol equipment, together with the complication of the 
additional elements required, makes the total cost of 
equipment approximately the same as if standard 
equipments were selected. 

As regards the future motor, there are so many lines 
of investigation based on improvements in insulation, 


ventilation and further investigations of the value of 


field control that it is extremely difficult to prophesy 
what improvements the coming year will bring forth. 
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DISCUSSION ON JOINT WEIGHT AND INSPEC- 
TION BUREAU 


BY J. H. CRALL, GENERAL FREIGHT AND PASSENGER AGENT 
TERRE HAUTE, INDIANAPOLIS & EASTERN 
TRACTION COMPANY 


The question of the advisability of establishing a joint 
weight and inspection bureau was first considered in the 
early part of 1912 at a meeting of the Central Electrie 
Traffic Association, and it was decided to make a test by 
the employment of one man at an expense of $100 per 
month at the Indianapolis freight terminals for a 
period of ninety days. This inspection, which was as 
thorough as it could be made by the employment of 
only one man, resulted in a saving, within this period, 
of $1,186.16, or an average of $16.95 per day, at a total 
expense of $300. This saving could have been materially 
increased by the employment of an additional inspector, 
as the freight handled where this test was made is too 
heavy to enable one man to give personal attention to 
all shipments, which pass through four separate freight 
houses. In the face of this showing there has not as 
yet been sufficient interest shown by the member lines 
relative to the establishment of such a bureau to war- 
rant the venture. 

The duties of the local agents, especially at the larger 
terminals where most of these abuses are apparent, are 
of such a nature that they cannot give this matter the 
close personal attention which it demands. Corrections 
by local agents on classification and rates could in most 
instances be made, but corrections on weights require 
close, careful inspection. In the test made at the Indian- 
apolis terminal it was shown that most of the correc- 
tions were made on weights, and not on rates and classi- 
fication, as for example: 

A shipment of 1000 rolls of roofing paper was billed at 
5000 lb.; the actual weight was 6000 lb. 

A shipment of pipe and castings was billed at 1700 lb. ; 
the actual weight was 4700 lb. 

Fifty-two boxes of oranges were billed at 2000 lb.; 
the actual weight was 3400 lb. 

A shipment of advertising matter billed at 1050 lb. 
was found to weigh 4250 lb. 

A manufacturer having an order for 268 auto tops 
was billing these at 450 lb., and this was changed to 
550 lb. actual weight. On this order alone there was a 
saving and increase in revenue of $77.72. 

These are only a few of the hundreds of corrections 
made during this three months’ trial. It necessarily 
follows that to remedy these errors in weights personal 
attention of an inspector is imperative, as the billing 
clerk almost invariably issues his expense bill from the 
information given him on the shipping instructions. 

Another reason why a joint weight and inspection 
bureau should be maintained is the effect it would have 
upon the shipper. It is an undisputed fact that when 
there are few restrictions and billing is not carefully 
scrutinized many shippers take advantage of this de- 
linquency by under-billing. But the fact that a bureau 
of this kind was maintained would undoubtedly have a 
tendency to eliminate this practice to a great extent. 
The mere knowledge that shipments were subject to 
inspection would have this tendency. 

Inspection at any particular terminal or station would 
not only be a local benefit but a benefit to all lines having 
interline traffic arrangements. This being the fact, it 
follows that all interested lines should share in the cost 
of maintenance. I am inclined to believe that if this 
bureau is established by this association it should be 
started in a limited way, possibly along the following 
lines: 
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A chief inspector—To have charge of all inspections, 
to make inspection at intermediate points, and to check 
and compile all reports, at a salary of $125 per month. 

At Indianapolis should be two inspectors at $75 per 
month. In addition to checking at Indianapolis they 
should inspect Terre Haute, Lafayette, Kokomo, Muncie 
and intermediate stations. 

At Fort Wayne should be one inspector at $75 per 
month. In addition to inspection at Fort Wayne he 
should have charge at Kendallville, Waterloo, Bluffton 
and intermediate stations. 

At Lima should be two inspectors at $75 per month, 
who would, in addition to their work at the two freight 
houses in Lima, have charge at Toledo, Bluffton, Wapa- 
koneta, Findlay, Sidney and intermediate stations. 

At Dayton should be two inspectors at $75 per month, 
who would, in addition to inspecting the four freight 
houses at Dayton, have charge at Columbus, Piqua, 
Hamilton and intermediate stations. 

At Cleveland should be one inspector at $75 per 
month. In addition to inspection at Cleveland he should 
have charge at Norwalk, Mansfield and intermediate 
points. 

The traveling expenses of the chief inspector would 
be about $55, the traveling expenses of other inspectors 
about $80, and stationery and postage would be about 
$15, making a total cost each month of $875. 

The chief inspector would devote most of his time to 
junction points and other important places not covered 
by regular inspectors, in addition to which he would 
compile all reports and have charge of and direct his 
assistants. The actual mileage of the member lines 
handling freight is 3051. If they would all join in this 
expense the cost to such participating lines would be 
$3.11 per mile per year. If we can keep the cost 
approximately within these figures, would it not be 
advisable, as a business proposition, to establish a 
bureau, as the saving in revenue would be four times 
the cost of maintenance? 


DISCUSSION ON JOINT WEIGHT AND INSPEC- 
TION BUREAU 


BY GC. 0. SULLIVAN, TRAFFIC MANAGER WESTERN OHIO 
RAILWAY 


It is a question why such an important matter as 
the establishment of a joint. weight and inspection 
bureau has been neglected. The interurban lines have 
been depending upon the shipping public to furnish 
correct weights and descriptions of articles transported, 
although it is now known positively that they are los- 
ing a great deal of money by doing so. The facts are 
that the shipping public, being aware that no inspec- 
tion is made, gives underweight and false descriptions 
of freight. 

There is no way for the accounting department to 
detect underweights except upon such articles as have 
estimated weights assigned to them in the official classi- 
fication. But even in such instances I know of cases 
where, with the weights given in classification, articles 
have been accepted and billed at lesser weights. This 
is due to carelessness on the part of the agents, and it 
shows that there the interurban lines have more than 
the shipper to contend with. 

An inspector for a joint bureau is wholly independ- 
ent, and he is not hampered, as an agent is, by the 
possibility of losing; business when he calls attention to 
classification of weights and descriptions of freight. 
He can depend upon the fact that the law is just as 
severe upon the shipper for giving false weights and 
descriptions as it is upon the railroad for transporting 
shipments for one consignor at a less charge than for 
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another. In addition, the activity of an inspector puts 
the agent upon his mettle, for the latter must realize 
that if he allows underbilling to continue he will 
eventually be reported. 


Too much attention has been given to the cost of ‘' 


joint inspection bureau and not enough attention has 
been accorded to the benefits that will be derived from 
it. If the matter is taken up with the accounting de- 
partment under the existing loose methods, it will be 
found that a surprising number of cases of incorrect 
billing have been caught even in this way. But there 
is no chance for the accounting department to catch 
underweights, and this can only be corrected by 
inspectors. 

The committee’s report on the Indianapolis inspec- 
tion test shows that this cost was $287 during the 
ninety days. On this basis it would cost $1,148 per 
year for one inspector, or $11,486 for ten inspectors. 
With the support of at least 2500 lines of membership 
lines out of the 3900 miles in this association the ex- 
pense would be about $4 per mile per year. The com- 
mittee shows the earnings to be $1,250 for ninety days, 
and on this basis it would amount to $5,000 per year 
for one inspector, or $50,000 for ten inspectors. How- 
ever, I believe that this amount will be increased 
$15,000 during the first year that the bureau is estab- 
lished, making the first year show a gross earning of 
$65,000. This would leave a net earning of $38,514 
on the basis of the Indianapolis test, but on my esti- 
mate it would leave a net earning of $50,000, or on 
the basis of 2500 miles a net earning of $20 per mile. 

With regard to the smaller lines, it should be said 
that these will receive freight from the larger ter- 
minals where inspectors are regularly stationed, and 
they will thus secure a benefit from this source as well 
as having their stations inspected at regular intervals. 

It would be impossible to have inspectors at all sta- 
tions all the time, but it will be the aim to have every 
station of any consequence inspected, so that the 
smaller lines will feel the benefit of the inspection at 
the larger terminals and will benefit locally as well. The 
fact that agents will be subject to visits by the in- 
spector will get them into the habit of watching all 
the shipments, and if an agent is found persistently 
to neglect watching his billing he can be removed. 

The question may arise as to how long it will be 
necessary to continue such an inspection bureau. It 
should be permanent. The steam lines have such a 
bureau that has been operating for twenty-five years 
or more, yet with the almost perfect system of inspec- 
tion, together with the laws making falsification pun- 
ishable by fine and imprisonment, the shipping public 
still tries to get its freight transported at less than 
the regular price whenever that is possible. 

The joint weight and inspection bureau of the steam 
lines at Cleveland, Cincinnati, Columbus, Dayton, 
Akron, Springfield and Toledo for the month of Novem- 
ber, 1913, weighed a total number of 3319 cars, of 
which 948 showed underweights. The gain in weight 
resulting from the carload weighings amounted to 
18,852,000 lb. The total number of less-than-carload 
shipments which were found to be underweight was 
7172, giving a gain in weight of 824,000 lb. Both car- 
load and less-than-carload shipments involved a sav- 
ing, due to the existence of the bureau, of the charges 
on more than 19,000,000 Ib. 

With regard to the inspection of classification, the 
total gain amounted to more than 2,000,000 Ib., most of 
the changes in classification taking place by raising 
shipments billed as second-class to first-class, with ship- 
ments raised from third-class to second-class next, and 
then with shipments raised from fourth-class to third- 
class. 
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The total saving from both weight inspection and 
classification inspection amounted to the charges on 
more than 21,300,000 lb. These figures show the vast 
amount of tonnage that would be lost by the steam 
lines each month except for the rigid system of inspec- 
tion, and if it were not for this inspection they would, 
no doubt, lose many million pounds more than indi- 
cated by the existing figures. It should be remem- 
bered that only seven of the larger terminals in the 
State of Ohio are taken as a basis for this case. All 
of these terminals are served by the interurban lines. 

In closing I must urge upon you to consider this mat- 
ter very thoroughly, and it is my hope that some action 
will be taken at this meeting which will permit the 
establishment of a permanent joint weight and inspec- 
tion bureau for the interurban lines. 


ANNUAL REPORT OF THE SECRETARY-TREAS- 
URER 


BY A. L. NEEREAMER 


The interurban membership of this association on 
Dec. 31, 1912, consisted of fifty-eight lines, covering 
3841 miles and one city line. Since that time the city 
line and one interurban line, amounting to 60 miles, 
have withdrawn. During the same period two in- 
terurban lines amounting to 45 miles have affiliated with 
the association. This, together with the merging of 
some of the member lines and extensions of others, 
leaves the present membership fifty-eight lines, cover- 
ing 3859 miles, an increase of 18 miles. During the 
year 1912 the membership in the supply men’s de- 
partment was 131 and for the year ended Dec. 31, 1913, 
121, a decrease of ten. Receipts and disbursements for 
the year 1913 are as follows: 


RECEIPTS 
PAsMeonuManNdudard, 19S.) . oe.ae ee eae gis ede ee nes $1,641.37 
Interurban! 1ineS ~..... 6... PR es SOL Gee ore 3,7 ue 65 
OREO SME Re les er oh auiivs 1s) ecb > aha cis « o ow 3 ot igneimtaenccre Eero aS ». 9.38 
SELINA LV MMETL OT Umer tay fF occ 5.015; oe) nla oo sRuehav ERR ath ewes estan o cleus 968.00 
Heh MOE CO USM es, ticles o 6's: cok c.0, le 5 lee eR ene ioce ce alee 18.00 
LA MAOMeINye UMC eT TIN Bn ao. 2c0s 6.x. sake ce bee eae ete oie aes 1,272.19 
Central Hlectric Railway Accountants’ Association...... 28.50 
RMNERe MemMmOOUS erat cians ose os ove 04's aE he aloes 10.57 
PATE Sis ib MN ye wile fF coh 01 5 ro..0 wre “e: sn aelinne Re ae eae eters 51.32 
$7,784.98 
DISBURSEMENTS 

ERO, os cose ot Rate tt einai Ren OmSN BIN kit! ceo Dias ln ee ae $3,280.00 
MeV CMI EME RDONINGS 80) bus ia'ss vis 5, ie om abate tee lee kee nk 272.37 
Stationery and printing ....... “cia: ahg hace eR OEE Reeenene tole Pes tvade 1,437.75 
AER) tage CMA MIR Nols Wu edo a agus 4 inal Moen Dan RMetemepeehere © ye eres 185.00 
MPleHHoOner ANG: COLGET ADI vase o.sis): sinless aarsunltamin Bueieeeaniave slcccls 100.65 
WUTC MPIC CLOTIURAL Sn co Syne.» aiie os; 0) 35, -ous) sia) Ste ea CaaS OME GTA NON © Giecadt as 14.00 
A ESCO AITO PRIEST TUCE Ty Gi svat d's. a) sd olpbe ols AMIR eel set's, ol bure 6.69 
OTST RC gee OP OE SOT OSS os. oie is sis, siie.saiss.sye lake spaheueueneleieh@ wi ole aie snare 0 56.56 
POETIC CELE SIGIAM OSM ie ee a ie: o:ls join! aa: & a. oe 8 CPN ane, oltaze vars oe wives 2.00 
AREAS POSE pe UN Go Siichia, ce (shay rie, e! eave eal 6.8 aufibaah Saepieteone eit ase sss oars 504.00 
LUISA Bg OSTOTET Sayre ao aes en 19.85 
Central Electric Railway Accountants’ Association...... 134.12 
PEN Ce KIN ee ACCOUMNTM MER. lo.ls, > «5. s\n' s+ ore sasha eh he eee series: ota taahe 87.68 
SMT SAMCCTIOSLCMt Tis al eee le ato 5a a'She a0 ahelle Palisiebere ies shareu stn eehe.e 1,784.31 
$7,784.98 


You will note from this report that there is on de- 
posit $1,871.99, of which $1,784.31 is with the Fletcher 


Savings & Trust Company, drawing 3 per cent interest. 


Your attention is also called to the following state- 
ment of accounts receivable and payable: 
ACCOUNTS RECEIVABLE AND PAYAPLE Dac. 31, 1913 


Cash on deposit....... $1,871.99 Accounts payable . a br 00 
Receivable from i NORaINTaSSCES teat cre 142.29 
PCAG Sf ee a ae 270.30 nd 
$2,142.29 


$2,142.29 


During 1913 your secretary made a trip through the 
eastern part of the territory, endeavoring to secure ad- 
ditional railroad members. During that trip, after 
presenting the proposition to a number of non-member 
lines, he was able to secure but two members, and since 
the first of the year another one of the lines has affili- 
ated with the association, this line not being included in 
the report for the year 1913. There are still quite a 
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number of lines in the eastern and northern part of the 
territory that are not members of this association. 
During the year covered by this report your secretary 
corresponded with those lines, explaining in detail the 
work which we are doing and the benefits that might be 
derived by becoming a member, endeavoring by corre- 
spondence to persuade these lines to join the associa- 
tion, but did not meet with any success. 

For the valuable assistance received from the officers, 
committees and members during the past year your 
secretary wishes to extend his thanks and express his 
hearty appreciation. 


ANNUAL REPORT OF THE CHAIRMAN OF CEN- 
TRAL ELECTRIC TRAFFIC ASSOCIATION 


BY A. L. NEEREAMER, CHAIRMAN 


Your chairman takes pleasure in submitting here- 
with his report for the year ended Dec. 31, 1913. 

The past year has been one of great activity in this 
association, and many important points have been dis- 
cussed and harmoniously settled. No one great propo- 
sition stands out as an achievement during the past 
year, yet in the aggregate the work accomplished has 
been greater than in any previous period. 

Of the membership of the Central Electric Railway 
Association forty-six lines, representing 38569 miles, 
participate in the tariffs and other publications of this 
body. This is an increase of 291 miles over the previous 
year. The number of interested lines remains the 
same, but this can be easily accounted for when we con- 
sider that a sufficient number of the lines merged dur- 
ing the period mentioned to offset the additional mem- 
bers. 

The interchangeable 1000-mile ticket is now partici- 
pated in by thirty lines, covering 2792 miles, an in- 
crease of 246 miles but a decrease of two lines for the 
reasons given above. 

The chairman files the official classification for thirty- 
eight member lines. 

We now have in course of reconstruction the follow- 
ing tariffs which will be printed and filed as soon as 
possible: the joint and local baggage tariff, the official 
interurban railway equipment register, joint exceptions 
to official classification and joint passenger tariff No. 
6. This latter tariff will show an almost complete re- 
construction. All useless rates and routes are being 
eliminated, and the territory covered will be very 
greatly increased, particularly that portion of the ter- 
ritory which has been heretofore confined to intrastate 
traffic and has now been opened to interstate traffic. 

During the year just passed there have been two 
issues of the official classification, Nos. 40 and 41. Both 
of these issues have had quite a number of supplements, 
for some of which it was necessary to secure special 
permission from the various railroad commissions. The 
fact that the filing of these was handled through the 
chairman’s office has saved considerable labor and ex- 
pense to the member lines, particularly in securing the 
“special permission.” 

The interchangeable 1000-mile ticket is proving 
more popular each year. During the year just passed 
approximately 5000 of these tickets have been ordered 
by the member lines and placed in the hands of their 
agents. This makes an average of about 4000 per year 
since its inception. 

As a means of stimulating through traffic the chair- 
man submits for consideration the following sugges- 
tion: That a card about 18 in. x 20 in. be printed ad- 
vertising the sale of through interline tickets, check- 
ing of baggage and sale of the interchangeable mileage 
ticket by member lines, this card to be posted by all 
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companies at their stations and distributed about the 
various cities. This suggestion is offered for the rea- 
son that a number of cases have been brought to the 
attention of the chairman where the traveling public 
did not know it was possible to purchase through tick- 
ets and check baggage to destination. 

For the successful results that have been accom- 
plished by this association the chairman desires to 
thank the various committees and members, not only 
of this body but of the parent body, for the conscien- 
tious co-operation and support given him. At this time 
he also desires to extend special commendation to the 
members of the Traffic Association who attended the 
last two meetings, during which all of the rates and 
divisions between headline points were checked. As a 
record of the hard work of the members present this 
task was accomplished in two meetings, the best record 
heretofore having been four meetings. 

With loyal co- -operation and the display of the same 
spirit during the coming year, greater and more valu- 
able work can be accomplished as well as the scope of 
the association extended. 


DISCUSSION ON JOINT WEIGHT AND INSPEC- 
TION BUREAU 


BY F. D. NORVEIL, GENERAL FREIGHT AND PASSENGER 
AGENT UNION TRACTION COMPANY OF INDIANA 


“Weight and Inspection” very early received atten- 
tion from the steam railroads. Their organization, 
known as the joint weight and inspection bureau, has 
ramifications in every important city in the United 
States, its control being absolutely independent of any 
one or any combination of railroads. These companies 
decided after years of trial of different plans that the 
only sure way was inspection by inspectors who were 
responsible only to the head of the organization. 

While it is not my intention to charge direct dis- 
honesty against any shipping interests, we know from 
our experiences that we cannot depend upon the ship- 
pers to give correct weights or correct classifications in 
all cases. Hence the necessity of some supervision. 


THE TRIAL IN 1912 


The Central Electric Traffic Association early in 
1912 decided to make a test case at some industrial 
center, placing one man in charge as an inspector with 
absolute authority to correct billings of all kinds—both 
inbound and outbound. A few electric lines joined in 
the expense necessary for the experiment, and it was 
begun on May 25, 1912, and terminated on Aug. 31, 
1912. Shipments aggregating 789,691 lb. which were 
inspected showed a total saving to the lines interested 
of $1,250.40. This period covered sixty-two working 
days, with an average of 11,362 Ib. and a saving of 
$17.99 for each day the inspector was employed. In- 
dianapolis was selected by the Traffic Association as 
being geographically well situated and under shipping 
conditions the best for trying out an experiment of 
this character. The lines interested were the Indian- 
apolis, Columbus & Southern, the Indianapolis & Cin- 
cinnati Traction, the Terre Haute, Indianapolis & 
Eastern, and the Union Traction Company of Indiana. 
The saving for each line named in the order named 
was: $93.08, $126.79, $373.04 and $657.49, or a total of 
$1,250.40. The expense incident to this experiment 
aggregated about $300. 

It was first thought that we might extend the opera- 
tion of this proposition to many of the towns in the 
Central Electric Traffic Association’s territory, but the 
expense looked appalling, and it was suggested that an 
effort be made to join the steam road weight and in- 
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spection bureau and let their inspectors and their rules 


cover the traction lines. 
a special committee appointed at South Bend, Ind., at 


the fall meeting in 1912. After various efforts on ‘the 


part of the committee to get some expression from the 
steam roads’ weight and inspection bureau, it was 
found that the proposition could not be considered, and 
it was therefore dropped. However, the matter has 
again been brought up in order to effect some line of 
action which will accomplish the most good at the least 
expense. 

There are three freight houses at the Indianapolis 
Terminal, and to divide his time equally among these 
freight houses the inspector worked two days out of 
each week in rotation. In other words, one freight 
house would receive inspection on Monday and not 
again until Thursday, except in a case where the in- 
spector might be called in on some special occasion 
to settle a question of importance between parties offer- 
ing deliveries and the warehouse men. 

It seemed as though the work of the inspector even 
put “ginger” into other employees and caused them to 
pay greater attention to classifications, weights and 
other particulars than they would do were there no 
inspector on duty. 

Do not mistake the importance of this work or 
imagine that all the good that was done was confined 
wholly to the city of Indianapolis, because shipments. 
originating at points outside of that city received the 
same inspection and correction as consignments which 
were forwarded from Indianapolis. This was equally 
true as regards shipments coming from foreign lines. 
for an Indianapolis delivery, so that the good done at 
any inspection point is not confined wholly to that point. 


POSSIBILITIES OF THE NEW BUREAU 


Taking this trial as a basis, we argue that inspection 
at the very large industrial centers and points where 
large shipments originate would practically cover the 
State of Indiana. In other words; an inspector at 
Indianapolis, Fort Wayne, Terre Haute and South 
Bend, with one or two traveling inspectors, say for such 
junction points as Lafayette, Kokomo, Richmond, etc., 
would practically cover the entire transportation busi- 
ness of the State, and the same plan would apply in 
Ohio as well. I question whether at the beginning it 
would be necessary to make this a distinct organiza- 
tion but believe that the duties incident to its super- 
vision should be cared for by the chairman of the Cen- 
tral Electric Traffic Association, as was done at the 
time of the Indianapolis experiment. 
ceive the help of an advisory committee, composed of, 
say, three members of the Traffic Association, so that: 
they might decide important questions which could not. 
await the regular meetings of the association. 

The expense as outlined for the State of Indiana. 
could probably be covered for $500 per month, and by 
confining regular inspectors to fewer points this ex- 
pense could in like manner be decreased. From the 
fact that nearly every business is now employing a. 
traffic man, who closely scrutinizes every waybill com- 
ing to his house in his effort to earn his salary, it 


appears that business men are taking advantage of 


every technicality to get some return on freight paid. 


There is no question that the items covered by the: 


official classification will be more closely drawn from: 
time to time, and, on account of the stringent rules. 
forced on the railroads, whether they desire it or not, 
they must use every means in their power to get all 


the revenue that is due them, and we all know that this. 


is little enough. 


When the business done by electric railways: was 


confined wholly to their own line, they might have: 
: if 


This matter was referred to. 
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- taken the liberty to say it was nobody’s business how 


they did their work, but the great increase in the inter- 
change of traffic made by electric railways as between 
themselves makes such a stand untenable. No one 


railway has the right, through the carelessness of its 


employees, to burden a connecting line with errors in 
billing or from any other cause. 

This reason alone should make for closer scrutiny of 
checking bills against the freight at all passing points, 
as all errors in billing and wrong classification are in 
a manner preventable. An instance recently came to 
our notice of bad inspection which occurred in this 
manner: A consignment of shoes forwarded from a 
factory in Ohio to various agencies in Indiana was 
originally sent in fiber packing cases, meeting the 
specifications of the official classification, being properly 
sealed, etc. After a time the remainder of this same 


_ consignment was returned in the original packing 


cases. However, in the later case the shipment was 
accepted by the forwarding agent without his compel- 
ling the shipper to comply with the regulations govern- 
ing the handling of package freight in fiber cases. In 
many instances these kinds of shipments are accepted 
without the corners being sealed or otherwise 
strengthened, simply being closed by a cord tied around 
them. As the strength of a fiber case is absolutely 
dependent upon the proper sealing, the consignment 
referred to had no protection whatever and might just 
as well have been done up in ordinary wrapping paper. 
Such carelessness as this would be detected by an in- 
spector, and many a dollar would be saved in loss and 
damage to the carrier. 

Before closing this paper I would like to call your 
attention to Interstate Commerce Commission’s deci- 
sion, No. 4631, of June 18, 1913, on the matter of al- 
leged irregularities and discrepancies in the weighing 
of freight by carriers. Evidence of the importance of 
this subject, from the viewpoint of the commission, is 
borne out as follows, quoting from this report: ‘While 
it is true much of this investigation has been along the 
lines of car load weights,” it further states “that 
some attention incidently has been given to platform 
scales.” 

This investigation took on a wide range. Hearings 
were held in all parts of the country and occupied 
forty-six days, with over 7000 pages of testimony. 
Surely a subject of this importance to the steam lines 
and the Interstate Commerce Commission should re- 
ceive some attention from the electric railways. 


REPAIRS AND WELDS OF TRACK AND ROLL- 
ING STOCK BY ELECTRICITY 


BY E. C. PRICE, VICE-PRESIDENT THE INDIANAPOLIS SWITCH 
& FROG COMPANY 


The term electric welding without classification or 
definition is vague and covers a variety of methods, 


such as the “spot,” or “soak,” welding in which the 


parts to be welded or united are interposed between 
electrical poles carrying an alternating current of high 
amperage and low voltage. The interposed members, 
acting as resistance, are thus brought to a welding 
heat, and during this time mechanical pressure is ap- 
plied, making a perfect butt weld. However, with 
large areas, or in case of excessive impurities in the 
metal, the slag retained within the weld renders it more 
or less imperfect. This method is rapid but limited in 
its use. 

In another method of electric welding a carbon-arc 
flame from a low and varying voltage and heavy cur- 
rent is directed against the parts to be welded until the 
surfaces are brought to a welding heat. If the metal is to 
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be added, it is placed in small sections within the heated 
area or on the surface against which the flame is di- 
rected. This process admits of hammering or forging 
the metals while at a welding heat, effecting a substan- 
tial weld for a wide range of work, particularly where 
the heating of the whole member is not detrimental. 

The latest method of electric welding is the out- 
growth of the carbon-are welding, but it differs in 
process, application and results, having proved particu- 
larly adaptable to certain classes of work for the fol- 
lowing reasons: First, a metal electrode is employed 
and constitutes the material to be added to or welded 
on a worn or broken part; second, the welding heat is 
confined to an area equivalent to the area of the end 
or point of the metal electrode and the welding action 
is instantaneous, beginning when the arc is drawn and 
terminating with the withdrawal of the electrode; 
third, the metal is not simply melted or laid on as in 
welding by flame, but makes a thorough amalgam. 

The electrode is fluxated steel, iron or other metal 
of proper and varying constituency and size, averaging 
3/16 in. or 14 in. in diameter. Suitable electrical cur- 
rent is passed through the welding machine, adapted 
and regulated according to the nature of the work, and 
then through a flexible cable to which is attached an 
insulated handle or head holding the metal electrode. 
This forms the positive electrode, and the part to be 
welded or added to forms the negative electrode. 

To start the welding, the electrode is placed in con- 
tact and withdrawn just a sufficient distance to form a 
short arc. This arc makes a pocket or cavity in the 
negative member and at the same time deposits therein 
a molten globule of metal from the positive electrode. 
The action is continuous until the positive electrode is 
melted down. The molten metal follows the direction 
of the current and unites by “first intention,’ making 
a perfect joining of the metals. It does this without 
disseminating undue heat. 

Thus the method is particularly applicable in the fill- 
ing in of key seats and the building up of worn bear- 
ings and tapers of armature or commutator shafts, 
without removing the shaft or injuring the winding. 
The electrode used for this class of work is a steel that 
is easily machined and the process has a wide range of 
use in and around carhouses. Where broken wrought- 
iron, cast-steel, malleable-iron or gray-iron parts were 
formerly discarded, they can now be reclaimed at a 
very little outlay and frequently in less time than is re- 
quired to procure or apply new parts, it being possible 
in many instances to repair breakages without remov- 
ing the parts from the cars. 

Special track work, such as frogs, switches, mates 
and crossings, particularly of the later type of con- 
struction, including hard-center or solid manganese 
work, always become worn or broken down at the in- 
tersections, although the main portion may be still 
practically as good as new. The worn-down intersec- 
tions are built up by depositing new metal, using an 
electrode of special hard steel. This is then ground 
down to the original surface at a cost for material and 
labor varying from 1 per cent to 9 per cent of the value 
of the layout without disturbing the paving or inter- 
fering with traffic to any extent. 

The durability or permanency of repairs has not 
been fully determined because the proper steel properly 
applied has shown wearing qualities equal to, if not 
greater than, the original metal. Work done at the 
time the process and materials were first perfected, 
which was about two years ago, is still holding up and 
giving good service. The metal unites with and adheres 
to any normal manganese steel and, while the applica- 
tion of heat to manganese has a tendency to soften it, 
the metal is toughened and the added hard steel be- 
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comes the new wearing surface. Since the heat is ap- 
plied only at the points of and under the deposit, the 
adjacent surface is not affected or impaired. 

An analysis of the failures recorded in the welding 
of manganese steel would indicate contributing causes 
that, with ordinary care, could be eliminated. But in 
-connection with the welding of manganese or other 
hard wearing steels an occasional instance has been 
discovered which is not thoroughly understood or ex- 
plained, namely, the presence of a peculiar content or 
ingredient that causes vehement boiling or combustion, 
practically consuming the electrode metal without a 
residue of deposit. This, however, is a rare occurrence 
and is simply mentioned as an interesting fact. 

The building up of Bessemer or open-hearth rail is 
attended with practically no contingencies, and a veneer 
of hard-welding steel either on special work or for the 
filling in of low or battered joints practically converts 
the ordinary construction into hard-service or armor- 
plated work. Cupped joints, deep corrugations or de- 
pressions are filled in, then ground to the original sur- 
face with a track grinder. 

The cost of the latter class of work varies somewhat 
with the condition of the track, traffic and grinding 
facilities, but an average cost for filling in cups from 
8 in. to 14 in. in length and from % in. to % in. in 
thickness and re-grinding is about 75 cents per joint. 
Roads equipped for doing this kind of work can build 
up depressions as soon as any appreciable wear is in 
evidence, as steel can be applied as lightly as 1/16 in. 
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TRACK CONSTRUCTION AND MAINTENANCE 


BY L. A. MITCHELL, SUPERINTENDENT TRACK AND ROAD- 
WAY UNION TRACTION COMPANY OF INDIANA 


The location of a line of railroad is generally gov- 
erned by the topography of the country between the 
points it is intended to connect, but the topography too 
often receives too much consideration, or, rather, an 


alignment is established with the idea of evading heavy 


grading work and with too little consideration of the 
grades and curves that will exist and will have to be 
operated over after the line is completed. After the 
preliminary survey has been made and the topography 
of the country is thoroughly known to the engineer, he 
instructs his locating party to locate a line with a cer- 
tain limiting degree of curvature and limiting gradient. 
These two are inseparable, as a curve of any given 
degree will offer to the operation of a train a resistance 
which is equivalent to a certain grade. 


TRAIN RESISTANCE DUE TO CURVES, GRADES AND SLIDING 
WHEELS 


It is unfortunate that the experiments for determin- 
ing the amount of curve resistance to the operation of 
a train have not been more numerous or more satis- 
factory. The results which have been obtained, how- 
ever, show that in all probability the resistance of a 
curve is about % lb. per ton per degree of curvature. 
The resistance offered to train operation due to grade 
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Fig. 1—Track Construction and Maintenance—Through Type Electric Siding 


in thickness. This requires less grinding and keeps 
the track normal in surface and the special work built 
up to the benefit of the rolling stock as well as the 
patrons of the road. 

In the maintenance of roadway, one of the gravest 
problems is that of joint plates and bonds. A joint 
that will eliminate pounding and subsequent cupping 
of rails, that will not require re-bolting or the taking 
up of pavement, and that will have perfect conduc- 
tivity, is a profitable investment, even though it is in- 
stalled at a cost several times that of the ordinary 
bolted and bonded joints. 

A description of one form of welded joint is as fol- 
lows: A pair of plates fitted to a bearing on the base 
or flange of the rail are clamped or temporarily bolted 
in place and welded around the edges. In the case 
of side bearing rails, head supports are also welded in 
place and in some instances the base of the rails is 
welded to a plate placed lengthwise beneath the joints. 
One man and a helper will apply from seven joints to 
twelve joints per day, the cost for the ordinary girder 
rail being from $3 to $5 per joint for straight splices 
and from $4 to $6 per joint for compromises. This 
cost is based on welding under traffic. The strength 
of the joint is demonstrated by the fact that where a 
rail has broken owing to spiking down too near the 
joints during the welding process the joint has held 
intact and the rail broken from 4 ft. to 6 ft. from the 
joint. Meter readings have shown the conductivity 
to be practically double that of the rail sections and 
the joints installed during the last two years have with- 
stood temperature ranges of more than 100 deg. 


is 22.4 times the rate of grade per 100 ft. per ton or 
14/33 times the rate of grade per mile. This equation 
and the first on curve resistance may be combined, and 
it will be found that a 1-deg. curve will offer resistance 
equal to a grade of 0.025 ft. per 100 ft. 

It can readily be seen that for flatter curves the re- 
sistance to train operation due to curvature for single- 
car trains will not be great, but in the operation of 
100,000 car miles this resistance will be considerable. 
Nearly all electric railways are compelled to have curves 
of 100 deg. or greater, on account of passing through 
towns and cities, and, according to the preceding as- 
sumption, a 100-deg. curve would be equivalent to a 
2% per cent grade on tangent track. However, I do 
not believe any of the experiments noted were made on 
curves of such high degree, and no doubt other forces 
enter into the operation of the car around a curve of 
such high degree. On these sharp curves it is neces- 
sary to have guard rails, at least a single guard rail, 
and many engineers think a double guard rail is neces- 
sary. The wheels which come in contact with these 
guard rails necessarily offer greater resistance to the 
movement of the car than if no guard rails were present. 

Another resistance is the sliding of wheels, both 
lateral and longitudinal. This resistance enters into 
train operation no matter what the curvature, but it 
is much greater on sharp curves. 
of maintenance, curves increase the cost of wheel main- 
tenance as well as the cost of renewing rails. In addi- 
tion, we have the increased amount of power necessary 
to carry a train over a given piece of track. Probably 


the most noticeable example of the resistance of curves 


if 


From the standpoint | 
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is when we stop one of our heavy interurban cars with 
one or both trucks in a sharp curve, particularly when 
the line voltage is weak. With practically all wheels 
in contact with guard rails—and with the trucks at an 
angle, the resistance is maximum just before the car 
commences to move. 


DRAINAGE 


Drainage conditions can very often be materially 
improved from a maintenance standpoint if proper 
consideration is given to this matter at the time the 
road is located and constructed. This has been especi- 
ally neglected in the construction of city tracks. We 
can find many examples where it is almost impossible 
to keep the track in any kind of surface, owing to the 
fact that the water which has followed down along the 
rail or seeped through the street covering has found 
its way to the foundation of the track, where no way 
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placed on a material which is not considered reliable 
when subjected to excessive erosion. 

Many foundations were found to have been placed 
on gravel varying from 1 ft. to 4 ft. or 5 ft. below the 
stream bed, and during the excessive high velocity of 
the water in the streams they were undermined and 
the superstructure damaged. It was found that other 
foundations were placed on a thin layer of hard pan 
which varied from 1 ft. to 3 ft. in thickness and was 
partly soluble in water. As this material was washed 
out the foundation failed. In one case the bridge 
abutment was placed on gravel, although solid rock 


existed about 4 ft. below the base of the foundation. 


If it was not known before, it was certainly proved 
during last year’s flood that a gravel foundation for 
piers or abutments carried to any reasonable depth is 
not safe without driving piles. It has also been clearly 
determined that a stratum of hard pan should be of 
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Fig. 2—Track Construction and Maintenance—Construction of No. 9 Frog for Through Type Electric Siding 


has been provided for it to get away. Such track will 
have to be rebuilt very much sooner than if a tile drain 
had been placed under the foundation and connected 
with sewer inlets at street intersections. If the track 
foundation is concrete, the tile drain should be laid 
under the concrete and surrounded by cinders, crushed 
stone or some other loose material so as to afford oppor- 
tunity for any water that might get under this foun- 
dation to drain into the sewers. It is also advisable 
to place surface drains to take off any water that may 
run along the flangeways, at least at street intersec- 
tions, and connect these to sewer inlets. 


- FOUNDATIONS 
Many of us in Ohio and Indiana found out several 


_ things about the foundations of our bridges after the 


flood of 1913. From what information I can obtain, 
I believe that not less than 95 per cent of the bridge 


failures on both steam and electric lines were due to 


_ poor foundations. 


Almost invariably these foundations 


had not been carried deep enough or they had been 


greater thickness than 1 ft. or 2 ft. before it is used 
as a foundation. In all probability, a stratum of hard 
pan should have a thickness of not less than 8 ft., and 
the foundation should be carried at least one-half of 
this distance into the foundation material. Further, 
this hard pan should not disintegrate when allowed 
to stand in water. 

Investigation as to the quality of material can easily 
be made by using a 2-in. or 21%4-in. auger inside of a 
814-in. pipe. A sample of the material can be obtained 
as frequently as desired and to a considerable depth. 
This method, of course, will not be very satisfactory in 
a gravel-like material when any boulders are present. 


BALLAST 


Ballast is a material that is just as essential to the 
riding qualities of good track as good rails and ties. 
Poor riding track which is so on account of poor bal- 
last conditions introduces stresses into a car body which 
will eventually loosen nearly every joint of the whole 
structure. If the car is allowed to run until this con- 
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dition is pronounced, it means ultimately that the extra 
car shop labor and material will cost more than proper 
track ballasting and surfacing. 

The Pennsylvania Railroad, in 1911, made some 
rather extensive tests to determine the best kind of a 
cushion for broken stone ballast to be placed between 
the sub-grade and the ballast proper. Its experiments 
were made with the idea of using broken stone ballast 
entirely, but the object was to find out how much and 
what kind of material was the best to take care of 
the drainage of the ballast proper and also to distribute 
the load transmitted through the ballast over the sub- 
grade. These experiments showed that cinders and 
good clean gravel were probably the two best materials 
that could be used as a ballast cushion; also that about 
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STANDARD CONSTRUCTION PROPOSED FOR SIDINGS 

For many years it was impossible for electric roads . 
to adopt standards for construction because their. 
method of transportation was new and subject to rapid: 
developments. I am submitting four drawings as pos-- 
sible standards for side-track construction. 

Fig. 1 shows the general layout for a through type 
electric railway siding, using a No. 9 frog which has 
a lead of about 85 ft., with a frog angle of 6 deg. 21. 
min. and a 7 deg. 30 min. curvature from the switch 
points to the frog. Electric railways have generally 
constructed sidings with too large a frog angle, which 
necessitates a sharp degree of curvature leading to the 
siding. This excessive frog angle has been the cause 
of many accidents and has also increased the main- 
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Fig. 3—Track Construction and Maintenance—Detail of Sw itch Points for Standard Siding 


2 ft. of either of these materials under the ballast 
proper gave the most uniform distribution of load 
over the sub-grade. For the loads electric railways 
ordinarily carry 1 ft. of this material would be ample 
thoroughly to distribute the load over the sub-grade, 
and this with an additional 1 ft. of regular ballast, 
either stone or gravel, would give very excellent track. 
Inasmuch as cinders are a continuous by-product of 
most electric railways, it would seem that very excel- 
lent track could ultimately be obtained by using this 
material as ballast and then putting in gravel or broken 
stone on top of the cinders for the regular ballast 
course. 

Cinders have a peculiar quality of absorbing water, 
nor do they wash away so fast as gravel when water 
flows over the track. On the other hand, cinders will 
compress and after use for a considerable time will 
have a more uneven surface than gravel. 


tenance cost on the siding entrance. The siding shown 
here has a clear distance between clearance stakes of 
a fraction more than 407 ft., and the total length 
of the siding between switch stands is 700 ft. The 
clear distance of this siding will allow the storage of 
six of the largest interurban electric cars. The reason 
for making this siding a certain number of pole lengths 
long is that this allows each switch stand to be placed 
opposite a pole, thus facilitating the wiring of the 
electric switch lamp direct from a pole already in 
place; also, should an overhead trolley switch be used, 
it would be operated by the switch stand and so could 
be installed without the necessity of an additional pole. 
Fig. 2 shows the construction of the No. 9 frog used 
in the foregoing siding, with 70 lb. A. S. C. E. rail. © 
This frog has been found to be very satisfactory. All 
of the plates under this frog are 1-in. thick, and all 
fillers are rolled steel. This frog has but one spring - 
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and one holding-down bar. It is fully equipped with 
foot guards and an anti-creeper. All bolts in this frog 
are of special heat-treated steel, whose elastic limit 
is not less than 75,000 lb. per sq. in. and whose ultimate 
strength is 100,000 lb. 

Fig. 3 is a detail of the switch points for this stand- 
ard siding, showing dimensions of plates and rail 
braces; also the extent of the side and base planing. 
These points are 15 ft. long and are equipped with foot 
guards. One head rod is adjustable and the other two 
rods are rigid. 

Fig. 4 shows a switch stand which is very desirable 
on account of its few movable parts and also because 
every part of this stand is open and can be seen easily, 
thus enabling a section man to inspect this stand 
without disturbing any part of it. Another feature is 
that when the switch is thrown properly the handle will 
drop into the notch in the top plate. This is evidence 
to the trainmen that the switch points are in their 
proper position. Still another good feature is that it is 


impossible to twist the stem of this stand, because the 
connecting rod and the crank on the lower part of the. 
stand are always in a straight line, so 


that should a train run through a ae 


switch there will be a direct tension 
or compression on the crank and the 
connecting rod. This condition is ob- 

tained because the lever handle, in 
throwing this switch, swings through 
180 deg. and leaves the crank for 
either position of the switch points 
in a plane at right angles to the plane 
of the switch handle. 


STREET CONSTRUCTION, INCLUDING 
JOINTS 


The foundation material, weight 
and section of rail and the design of 
switches and frogs are features of 
street construction which are very 
important, but I do not believe that 
there is any one thing that is of as | 
much importance as the construction 
of the joint. It has been the experi- 
ence of practically every electric rail- 
way that the joint has failed first and 
that reconstruction was made neces- 
sary on account of the failure of the 
joints, whereas the rail in between the 
joints had many years of life. 

- In modern street construction four 
types of joints are used. All of 
these are tight, with the ends of the rails milled so 
that they will fit tight together with no allow- 
ance for expansion and contraction. These types 
are the driven-bolt joint, riveted joint, welded joint 
and the combination of bolted and welded or riveted 
and welded. As far as I can ascertain, the purely 
welded joint has given trouble. The only explanation 
I can see for this is that in applying the weld the ends 
of the rail are heated to a temperature high enough to 
‘change the molecular construction of the steel in such 
a way as to cause fractures of the rail just back of 
the weld. I have not heard of any failures of the com- 
bination joint where bolts or rivets and a small weld 
were used. I believe that practically as satisfactory 
a joint can be obtained as any now in use by using 
driving fit bolts or rivets and supporting the whole 
joint by means of a broad steel tie. This gives a sup- 
ported joint, and if the rails are properly ground at 
the joint so that no hammer is allowed to start, this 
type promises as long a life as any now in use. 

Some companies are buying their rails with the holes 
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drilled: or punched a fraction of an inch smaller than 
the size of the bolt that they intend to use. Then, by 
means of reaming machines, they ream these apertures 
out to a true round hole of the exact size that they wish 
to obtain. Very satisfactory results have been ob- 
tained, however, by having these holes drilled to the 
proper size at the rail mill and then using machine 
bolts of the same size as the hole. I do not believe that 
a joint bolt for street track of the heavier type of con- 
struction should be less than 1% in. in diameter. Fig. 
5 shows the supported bolted joint described. 

Where street track is constructed with tight joints 
and steel ties are used at the joints or throughout the 
total length of the track, joint bonds and cross bonds 
can be eliminated by welding the joint bars to the rail 
and the rail to the steel tie. All rail joints in street 
track should be ground to an even surface, as the speci- 
fications under which we buy rail allow for a possible 
maximum difference in height of the rails of 3/64-in., 
and this is sufficient to start a hammer which will very 
quickly cup the rails. 

The foundation of street track is a question upon 
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which engineers differ very widely. Some say that 
street track foundation should be absolutely rigid,. 
others say that it should be elastic like open track con- 
struction, and still others say that it should be a com- 
bination of the two. Some engineers assert that they 
have obtained good results by placing track on ordinary 
stone or gravel ballast, tamping it well and then con- 
creting on top of the ballast as a foundation for the 
pavement. only. Another type of foundation is to lay 
from 6 in. to 12 in. of concrete in the bottom of the 
trench, place in about 1 in. of sand, surface the track 
on this sand and then fill in to the proper elevation with 
concrete. The remaining method is to have concrete 
from the bottom of the trench up to the cushion for 
the pavement. It is impossible with any kind of ballast 
to tamp up track so that there will be no settlement, 
and consequently the pavement will finally work loose 
about the rails. It would seem, therefore, that a rigid 
foundation will give a construction which will require 


' the least maintenance of track and pavement. 


The proper type of rail for street construction has 
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also been the subject of a great deal of thought. I 
believe that we will eventually come to the use of 
T-rails entirely, with a section of sufficient height to 
allow for paving. This height should not be less than 
7 in. A chamfered granite block has been found to 
give excellent service as a flangeway. Higher carbon 
steel rails have probably not been used sufficiently to 
determine the extent of their advantages and whether 
or not they are worth the increased expense. It is un- 
doubtedly true, however, that for bolts a special steel 
is advisable. Special steel bolts with an elastic limit 
of not less than 75,000 lb. per square inch and an ulti- 
mate strength of 100,000 Ib. are giving a very much 
stronger joint construction and are also rendering ex- 
cellent service in built-up railroad crossings. 


GUARD RAILS, SPECIAL WORK AND CROSSINGS 


In constructing short radius curves at street inter- 
sections it is a general practice to have the guard rail 
higher than the running rail. This is so whether the 
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wheel will receive a strong blow when it comes in con- 
tact with the raised portion of the flangeway. We want 
to avoid pounding in the special work as well as at 
joints, and the raised flangeway with a long flat ap- 
proach is the way to eliminate this hammer. 

Railroad crossings and the expense of maintaining 
them have always been a source of much concern to 
both steam and electric engineers. Out of 152 railroad 
crossings during the year 1913, I had eighteen new in- 
stallations, at an average cost of $260 per crossing. If 
I include these new crossings, my average maintenance 
cost per crossing was $68 for the year. An average 
maintenance cost excluding the cost of the new work 
but including the cost of installing it was $37.50. It 
is impossible to arrive at any average cost of main- 
tenance for a railroad crossing, because it depends en- 
tirely upon the amount of traffic, but this cost can be 
decreased and the life of the crossing increased by hav- 
ing a construction which allows as little movement as 
possible between the various pieces. All of the frog 
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Fig. 5—Track Construction and Maintenance—Sections and Plan of City T-Rail Construction; Also Details of Joint 


guard is rolled as part of the running rail or a rail is 
used as a guard. I have found it very satisfactory, 
however, to use a guard rail of the same height as the 
running rail, and to bolt this to the running rail every 
2 ft. by 1-in. machine bolts with steel lugs holding the 
guard rail at the proper distance from the running rail 
to secure the proper flangeway. In case a rail is used 
as a guard rail, the method described gives a much more 
substantial form of construction than using a rail of 
less height than the running rail and supporting it on 
steel plates to give it the proper elevation because the 
equal height guard rail has as a firmer foundation the 
same ties that support the running rail. This equal- 
height construction also makes an easier riding street 
intersection for vehicles. 

The raising of flangeways in frogs and mates so that 
the flange of the car wheels will ride while the tread of 
the wheel is passing over the opening in the ball of the 
rail has been widely discussed, and it has been stated 
that chipped flanges will occur where this type of 
special work is used. But if a car is operated at the 
proper speed over a piece of special work with raised 
flangeways, chipped flange trouble is not probable. A 
common mistake in the raising of flangeways is that 
the approach is made too steep so that the flange of a 


bolts should be driving fit and of special steel, the filler 
should fit the rail sections under the ball and .at the 
base, and machine knee braces should be used. A rigid 
inspection of crossings by taking them apart will often 
reveal a very poor fit between the fillers and the rails 
and also between the knee braces and the rails. To 
obtain rigidity in a crossing and reduce the possibility 
of movement between various parts, solid cast man- 
ganese crossings are used to a large extent. Man- 
ganese steel, however, will break easily, and I am in- 
clined to believe that the better type of crossing is 
the built-up type with manganese steel running and 
easer rails. 

The foundation of a crossing should be continuous - 
throughout its whole length of the crossing and should 
extend beyond the joints of the wing rails. In many 
cases timbers are used and placed under the steam rail- 
road rails throughout the entire length of the crossing 
to give them a continuous support. I have found, 
however, that a steel structure consisting of channels 
and plates riveted together, filled with concrete and 
placed in its entirety on broken stone ballast gives very 
satisfactory results. A crossing with this type of 
foundation as installed under two main line tracks of | 
the Big Four Railroad did not require any attention 
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for a whole year, whereas in the same length of time 
an ordinary built-up crossing installed at practically 
the same time, but without this type of foundation, 
showed considerable wear and was working to quite 
an extent, even though the traffic over it was probably 
less than one-half that of the crossings with the steel 
foundation. The latter showed very slight wear for 
the period mentioned. From my experience it looks 
as though this type of crossing foundation is a decided 
improvement over other methods, but it may be that 
longer experience will show that even this foundation 
can be improved. 
RECORDS 


The cost of construction and maintenance work must 
be known to the engineer in order that he may de- 
termine, while the work is going on, that it is not more 
expensive than it should be. Materials purchased for 
renewals must be kept track of to ascertain if they are 
rendering proper and efficient service. To obtain this 
information the records must be such that the desired 
information will be at hand at the proper time and in 
the proper form. 


ACCOUNT OF THE C. E. R. A. PROCEEDINGS 


The annual meeting of the Central Electric Railway 
Association was held in Assembly Hall, the Hollenden 
Hotel, Cleveland, this week on Thursday and Friday. 
The sessions began Thursday morning with 137 dele- 
gates in attendance. President Brady called the meet- 
ing to order and introduced Hon. Newton D. Baker, 
Mayor of Cleveland, who made an address of welcome. 

Mayor Baker said that he was very glad that the 
Central association had selected Cleveland as its meet- 
ing place this year. Street railways throughout the 
country were in a period of transition. Over-extension 
of them had occurred, and the results were still in evi- 
dence, although much of this over-construction of rail- 
ways was justified from the standpoint of city and rural 
development. Regulation of public utilities in some 
form was now generally regarded as inevitable. In 
Europe, where regulation of this kind had preceded 
that in this country, it had forced private owners of 
city railways to a large extent out of transportation 
enterprises. Here regulation is complicated because of 
outlying and unprofitable lines which had been built 
for the future. But even where regulation was not 
active the primary purpose of railway men should be to 
act as public servants. So far as the future was con- 
cerned, the effect of regulation of public utilities would 
be to improve the mutual understanding and sympathy 
between the railway company and the public, and the 
value of pioneering would be recognized. In other 
words, a calmer attitude on both sides was certain. 
The Mayor continued that in Cleveland the railway com- 
pany was a partner of the city. In this case regula- 
tion had been very successful, and the relations between 
the public utility and the city were now on a thoroughly 
satisfactory basis. 


JOINT WEIGHT AND INSPECTION BUREAU 


Following the address by Mayor Newton, the presi- 
dent announced that the first business on the program 
was a discussion of the proposed joint weight and in- 
spection bureau. The papers on this subject by J. H. 
Crall, C. O. Sullivan and F. D. Norviel were then read. 
They appear elsewhere in this issue. 

Summing up the papers, Mr. Norviel said that he had 
interviewed several business houses on the subject and 
that he had been met with ridicule when he called atten- 
_tion to inaccuracies in billing, weights and classifica- 
tion. Mr. Sullivan said that the expense of maintain- 
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ing the existing bureau of weight and inspection on the 
steam railroads was divided on a mileage basis, and he 
did not believe that in the case of the proposed electric 
railway bureau it should be done on a basis of busi- 
ness handling. Mr. Crall said that so far as his own 
line was concerned it could have its inspection done 
more cheaply by hiring a special inspector than by co- 
operating in any joint bureau on a mileage basis. 
Nevertheless, he believed in the co-operative plan. 

In continuation of the discussion several delegates 
expressed the belief that the benefit to be derived from 
such a bureau by the different companies was in direct 
proportion to the business done and not according to 
mileage. G. W. Parker, Detroit United Railway, said 
that a great deal of good on his road had followed a 
campaign to raise the efficiency of the station agents. 
He did not believe that the shippers were to blame for 
inaccuracies in all cases. Overworked shipping clerks 
often guess at weights. However, he hoped that the 
work of the committee would be continued as it would 
be of great value. S. W. Greenland, Fort Wayne & 
Northern Indiana Traction Company, said that his 
company expected to install an inspection bureau for 
itself if the co-operative plan was not adopted. 

President Brady said that inspectors should be em- 
ployed in any case, and that it was a question simply 
whether they should be employed by the individual road 
or on the co-operative plan. F. D. Carpenter, Western 
Ohio Railway, said that if the mileage basis would not 
do some other should be adopted. He expressed him- 
self as strongly in favor of establishing a bureau of 
some kind promptly. Then if the details of operation 
were not satisfactory they could be changed later if 
necessary. H. A. Nicholl, Union Traction Company, of 
Indiana, moved that the association should go on record 
in favor of the bureau and that it should refer the 
matter to the Central Electric Railway Traffic Associ- 
ation with instructions to work out the details of oper- 
ation, provided enough roads would join in the plan. 
The motion was carried unanimously. 


CLAIM INDEX BUREAU 


William Tichenor, Terre Haute, Indianapolis & East- 
ern Traction Company, who was to have delivered an 
address on the subject of the claim index bureau of the 
association, was unavoidably prevented from attending 
the meeting. Instead, the discussion was opened by 
Elmer E. Slick, claim agent Union Traction Company 
of Indiana. He said that his company had received 
practically no benefit from the local bureau and prac- 
tically none from private bureaus. In fact, he believed 
that few claim fakers really existed and those which 
were engaged in this business could be discovered with- 
out outside agencies. 

President Brady said that if the existing local bu- 
reau of the association was not serving any useful 
purpose it should be dropped. After further discus- 
sion in regard to the value of the local bureau, the 
matter of its. continuance was referred to the execu- 
tive committee for consideration and action. 


ELECTRIC WELDING FOR TRACK AND ROLLING STOCK 


The next subject on the program was “Repairs and 
Welds of Tracks and Rolling Stock by Electricity,” by 
E. G. Price, Indianapolis Switch & Frog Company. 
This paper is published in abstract elsewhere. 

After reading his paper, Mr. Price exhibited several 
interesting samples of steel to which additional pieces 
of both hard and soft metal had been welded. 

In further discussion of the paper it developed that 
the necessity of screens around operators when work- 
ing in public streets had been shown. These screens 
prevented onlookers from inconvenience from the 


JA (AW 


fe AG 


478 


bright light produced during the welding. The fact 
was also brought out that the direct current carried 
metal with it so that welding could be done with an in- 
verted arc, provided that a small electrode was used. 
Any tendency of the metal to become overheated and 
consequently cracked was overcome by the use of thin 
films of welded material. Power for welding cost from 
1% cent to 144 cents per minute, but it should be borne 
in mind that the power so taken from the trolley wire 
stops instantly when the arc is broken. The sought- 
for pocketing of metal on the welded part took place 
with voltages as low as 125, but better results were 
secured with 200 volts, and 500 volts was necessary for 
best operation. Grinding of welds after they had been 
made was necessary because if an attempt was made to 
smooth off the surface by the carbon flame it otha 
the surface of the metal. 


TRACK CONSTRUCTION AND MAINTENANCE 


The paper on track construction and maintenance by 
L. A. Mitchell, Union Traction Company of Indiana, 
was then presented by Mr. Mitchell. It is presented in 
abstract elsewhere in this issue. 

During the discussion C. H. Clark, Cleveland, said 
that if sulphur was present in track ballast through the 
use of slag or cinders, it was apt to corrode the rails. 
Mr. Mitchell said that International steel ties had been 
in use on the lines of the Union Traction Company of 
Indiana for some fifteen months and had given very 
satisfactory service. S. W. Greenland, Fort Wayne, 
said that he had been using cast welded joints for three 
years without a single failure. 

Mr. Clark said that the Cleveland Railway had been 
employing for some time high-carbon rail with 
titanium to prevent brittleness. The Clark joints used 
by the company had high-carbon plates and high-grade 
rivets. There had never been a failure of this kind of 
joint. The cost per joint was about $5. G. J. A. Paul, 
Youngstown, said that the experience on the Mahoning 
& Shenango Valley Railway with cinders used as a sub- 
ballast had been satisfactory, but that it had not been 
used directly as ballast because of its tendency to de- 
teriorate the rails. 

The association then adjourned to acept the invita- 
tion of the Cleveland Railway to take a trolley trip 
around the city and visit various factories, particularly 
those engaged in manufacture of electrical and elec- 
tric railway apparatus. This trip was very enjoyable. 


FRIDAY’S SESSION 


The session on Friday was opened with an address 
on “Taxation,” by Peter Witt, City Street Railway 
Commissioner of Cleveland. Mr. Witt made a vigorous 
speech advocating the exemption of taxation on im- 
provements. Such a plan, he said, would relieve the in- 
creasing burden of taxation which is being carried by 
corporations. As an example, he cited the unprofitable 
extensions of the Cleveland Railway, which, he said, 
were taxed heavily, although the lines increased land 
values enormously. According to Mr. Witt, a single- 
tav campaign will be inaugurated next year in Ohio. 

The address made by Mr. Witt was followed by a 
paper on “Railway Motors,” by J. F. Layng, railway 
engineer General Electric Company. This paper is 
published in abstract elsewhere in this issue. 

The annual report of A. L. Neereamer as secretary 
and treasurer of the association was then read by Mr. 
Neereamer. 

President Brady then delivered his annual ad- 
dress as retiring president. He referred to various 
local problems before the association and also to na- 
tional problems in which all of the members were inter- 
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ested. Mr. Brady cited especially the dangers to the 
community in general and to the taxpayer in particular 
of municipal ownership of electric railway companies. 
Regulation of public utility companies, he said, to be 
successful must be reasonable.- Examples of regulation 
and of ownership of public utilities, such as are often 
quoted from European practice, are not comparable 
with situations in this country because of the great 
difference in conditions. Mr. Brady believed that a 
campaign for government ownership of railroads here 
was inevitable and that such a campaign would have an 
important though indirect influence on the favor with 
which municipal operation of public utilities would 
be considered. He believed that the best course to pur- 
sue was one of publicity upon the whole question. 

The president then called for the report of the nomi- 
nating committee. This recommended the following: 

For president: E. F. Schneider, general manager 
Cleveland, Southwestern & Columbus Railway. 

For first vice-president: Charles L. Henry, president 
and general manager Cincinnati & Indianapolis Trac- 
tion Company, Indianapolis. 

For second vice-president: A. Benham, general man- 
ager Ohio Electric Railway, Springfield, Ohio. 

For treasurer: A. L. Neereamer, Indianapolis. 

These officers were unanimously elected. After 
President Brady had officially announced the result of 
the election, Mr. Schneider, the new president, was in- 
vited to take the chair. He did so and made a short 
address in which he expressed his appreciation of the 
honor conferred upon him. The meeting was then ad- 
journed. 


OTHER BUSINESS AND ENTERTAINMENT 


The Central Electric Traffic Association held its 
meeting on the evening of Wednesday, Feb. 25. The 
report of the chairman was read and discussed. It 
appearg elsewhere in this issue. At the close of the 
meeting Mr. Neereamer was re-elected chairman. 

A smoker for the entertainment of those delegates 
who arrived in Cleveland early was also held Wednes- 
day evening. The entertainment was provided by pro- 
fessional talent with volunteer assistance. Among 
those who gave their services were Messrs. Crume, 
Kennedy, Scullin, Witt and Starkey. 

The thanks of the association for this entertainment, 
which was arranged by the supplymen, were officially 
extended to them by the association in a vote taken 
the following day. 


MEETING OF 1914 CONVENTION LOCATION COMMITTEE 


A meeting of the committee on the location of the 
1914 convention of the American Electric Railway As- 
sociation was held last week. Those in attendance were 
C. Loomis Allen, chairman; H. C. Dunecker and L. 8. 
Storrs, representing the Railway Association, and C. 
R. Ellicott, H. C. McConnaughy and S. K. Colby, repre- 
senting the Manufacturers’ Association. Secretary 
Burritt was also in attendance. m 

It was decided to appoint a committee consisting of 
Messrs. Storrs, Colby and McConnaughy to visit Bos- 
ton and consult with the representatives there of the 
Chamber of Commerce and the Mayor of the city to 
see what arrangements could be made for holding the 
1914 convention in Boston. Secretary Burritt was re- 
quested to visit Washington and consult the Chamber 
of Commerce in Washington to see what arrangements 
could be made for holding the 1914 convention in Wash- 
ington. 

Another meeting of the committee was scheduled for 
the afternoon of Feb. 27, when the report of these two 
pOmmaees will be considered. 

a | 
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ROLLER BEARINGS IN PLACE OF JOURNAL BRASSES 


MICHIGAN UNITED TRACTION COMPANY 
ALBION, MICH., Feb. 18, 1914. 
To the Editors: 

Referring to your editorial of Jan. 31 entitled “The 
M.C.B. Brass Should Be Discarded,” I am not certain 
that the M.C.B. brass should be discarded simply be- 
cause some roads using high brakeshoe pressures 
have had some trouble with displacement of journal 
brasses. Of course, some roads have for several years 
been using a design of journal brass which has re- 
duced their hot boxes and have overcome the displace- 
ment difficulty by redesigning the brass to give a larger 
are of contact on the journal. But this is not necessar- 
ily the proper remedy. If the brakeshoe pressure is ap- 
plied on both sides of the wheel, the tendency to dis- 
place the brass and to set up other strains on the truck 
will be greatly reduced. 

However, braking on both sides of the wheel, although 
undoubtedly a correct method, has not been adopted 
simply because it adds somewhat to the details on the 
truck and because it increases the first cost. Yet some 
of the larger interurban lines are putting on heavier 
steel coaches and heavier equipment, and, when a pres- 
sure of 100 per cent of the light weight of the equip- 
ment is applied on one side of the wheel, the M.C.B. 
limit per brakeshoe has already been reached and ex- 
ceeded. 

I believe that the whole subject of journal brasses, 
brakeshoes, brake pressures and the redesigning of the 
journal bearings should be submitted to a committee of 
the A. E. R. A. with the idea of obtaining recommenda- 
tions as to the best solution of the whole problem. In 
this connection it may be appropriate to suggest that 
the committee investigate most thoroughly the question 
of whether a new brass should be recommended, or 
some other form of ball or roller bearing, to take the 
place of the time-worn and much-abused M.C.B. brass. 

There are quite a number of cars now running with 
this type of bearing and it is quite conceivable that, 
with the high-grade materials available and the im- 
proved methods of manufacture at this time, there may 
be a solution of the bearing question entirely different 
from a redesigning of the M.C.B. brass. Cost of power 
is continually climbing, and if there are any advantages 
in power consumption, in oil consumption, in cost of 
maintenance, or in reliability of service, due to another 
type of bearing, these and other points will be brought 
out in the investigations of the committee and the whole 
industry will benefit by its work. 

R. C. TAYLOR, Superintendent of Equipment. 


END THRUST ON JOURNAL BRASSES 


BAY STATE STREET RAILWAY 
BOSTON, MASS., Feb. 24, 1914. 
To the Editors: 

The editorial in your issue of Jan. 31 and the article 
upon the use of an extended brass on the New York, 
Westchester & Boston Railway were very much to the 
point, but it is possible to go somewhat farther in the 
matter of journal box design, with particular reference 
to the damaging effects resulting from excessive end 
play, especially on lighter equipment. In fast interurban 
service very heavy equipments are generally used, but 
the long-radius curves ordinarily found on the line 
enable the car to escape the side lash or pounding back 
and forth of journals so often encountered with local 
city or suburban rolling stock on sharp curves. Our 
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troubles with the so-called “M. C. B. standard design” 
of box have arisen from the limited bearing surface on 
the top of the journal, with a resulting tendency on its 
part to draw to one side under a heavy application of 
the brakes, mainly in interurban service; and in addi- 
tion, on city cars, the end thrust has required special 
treatment. 

In the M. C. B. standard 334-in. x 7-in. box the stand- 
ard shoulders at each end of the journal are too small to 
take care of the end thrust for any length of time, and 
the shoulders soon wear into the brass. Then, as the 
play increases, the axle bearings, gears and gear cases 
become damaged. About two years ago this was over- 
come by placing an end-thrust bar at the end of the 
journal. The dimensions of the end-thrust bar are about 
534 .in. x % in. x 1% in., the bar being of malleable iron 
and lined with babbitt on the inside face, the metal being 
held in place by pouring it through the tapered holes. 
A photograph of the open journal box with the thrust 
bar in place was shown in the Oct. 5, 1912, issue of the 
ELECTRIC RAILWAY JOURNAL on page 617. A similar 
illustration was also shown in the 1912 report of the 


equipment committee of the American Electric Railway 


Engineering Association. In extending the brass down 
the side to about half the diameter of the axle it was 
found necessary to use only about 30 per cent of its 


bearing area to take care of the side play. 


To introduce this improvement it was necessary only 
to extend the boss on the side of the journal box 1 in. 
and place ribs or lugs at the sides so that the end-thrust 
bar could be properly carried. This additional work on 
the standard box did not change its actual features or 
prevent its use in connection with the old standards. 
This small alteration of the box has covered the ground 
fairly satisfactorily and has required no change in the 
standard journals. 

In making use of the extended brass the box has to be 
lifted a little higher than is usually necessary, and to 
accomplish this, together with the use of the end-thrust 
bar, the lugs supporting the latter must not project 
out far enough to interfere with the lifting of the box 
sufficiently so that the extended brass can be slipped into 
place. I feel that the subject should have the further 
attention of the Engineering Association, and it, no 
doubt, will be taken up as soon as the opportunity 
permits. 

BE. W. Hoist, Superintendent of Equipment. 


WELL-BUILT TRUCKS A HELP FOR JOURNAL-BRASS 
TROUBLES 


NEW YORK, Feb. 24, 1914. 
To the Editors: 

Experience with journal brasses on motor trucks 
seems to indicate that most of the troubles (principally 
consisting in the brass being worn out of shape) seem 
to be due to the pull of the motors on the axle, as well 
as to the action of the brake. In all cases these are aggra- 
vated by the loose fit of the journal boxes in the pedestal 
guides. If proper attention is given to this point, most 
troubles with journal brasses will vanish. There have 
been trucks turned out by prominent manufacturers 
which were literally thrown together and in which 
scarcely anything fitted; even truck bolts were a loose 
fit before the pressure of the nut was applied. On the 
other hand, some trucks are built with care, journal 
boxes are fitted to pedestal guides, bolt holes are reamed 
with a taper reamer and bolts are a driving fit. 

In using outside brakeshoes on well-built steel motor 
trucks the action of the air brake has never caused any 
trouble with, journal brasses. 

Over twenty-five years ago the old Eames Vacuum 
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Brake Company, now the New York Air Brake Com- 
pany, used fifteen or twenty different styles of locomo- 
tive brake rigging, and among these was one with a 
brakeshoe on each side of the driving wheel. This type 


was applied principally to eight-wheeled engines, usually | 


at the request of the railroad company, which wished to 
avoid the pressure on one side of the driving boxes. 
However, most roads did not consider the point a serious 
one and do not do so at this time. We did not call that 
type of brake a “clasp brake” then—some one has 
invented the name since. E. C. BOYNTON. 


PACIFIC CLAIM AGENTS’ EXECUTIVE COMMITTEE 
MEETING 


The executive committee of the Pacific Claim Agents’ 
Association met at 11 a. m., Feb. 6, 1914, at Seattle, 
Wash., in the office building of the Puget Sound Trac- 
tion, Light & Power Company, where the secretary- 
treasurer of the association maintains offices. 


Pacific Claim Agents’ Executive Committee Meeting at 
Seattle 


Those present were: President J. H. Handlon, 
claim agent United Railroads of San Francisco; First 
Vice-president Thomas G. Aston, claim agent Washing- 
ton Water Power Company, Spokane, Wash.; Second 
Vice-president A. M. Lee, assistant general claim agent 
Northern Pacific Railway Company, Seattle, Wash.; A. 
E. Beck, claim solicitor British Columbia Electric Rail- 
’ way, Vancouver, B. C.; H. G. Winsor, claim agent 
Tacoma Railway & Power Company, Tacoma, Wash.; 
H. K. Relf, claim agent Spokane, Portland & Seattle 
Railroad, Portland, Ore.; B. F. Boynton, claim agent 
Portland Railway, Light & Power Company; George 
Carson, general claim agent Puget Sound Traction, 
Light & Power Company, Seattle, Wash., and T. N. 
Henry, temporary secretary-treasurer. 

After the subject committee for the 1914 convention 
had made its report and President Handlon had read a 
list of a large number of suggested topics, it was finally 
decided to have written discussions on the following 
subjects prepared for the annual convention to be held 
at Spokane on July 9, 10 and 11, 1914: 

’ What methods should be pursued to keep informed of 
the movements of witnesses in cases where litigation is 
likely to arise? 

What are the most effective methods that can be 
adopted by public service corporations in prosecuting 
fraudulent claimants and professional witnesses? 

The prevention of automobile accidents. Statistical 
information showing the accident cost of trainmen with 
respect to length of service. 

To what extent can the claim department co-operate 
with the operating department in the matter of select- 
ing trainmen as to their moral, mental and physical fit- 
ness? 
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What can be done toward remedying the trespassing 
evil? 

The following questions were also selected for oral 
discussion: “Is it advisable for a statement to be 
secured from an injured person immediately after an 
accident occurs without regard to liability or the in- 
tention of the injured person to file claim?” and “What 
policy should be adopted in the disposition of claims of 
doubtful liability?” 

It was decided to establish a library of safety litera- 
ture at the office of the secretary-treasurer of the asso- 
ciation and to make an exhibition of this safety litera- 
ture at the Spokane annual meeting for the benefit of 
the public. 

The following committee was appointed by the presi- 
dent to make a report on the safety movement from 
the standpoint of the public and from the standpoint of 
transportation companies: Messrs. Carson, Aston, Lee, 
Boynton, Beck and Winsor. The following committee 
was selected to have charge of the entertainment to be 
afforded the members of the association at Spokane: 
Messrs. Aston, Relf, McDonald, Crowther, Ryan and 
Kone. T. N. Henry was elected secretary-treasurer of 
the association. 


MEETING OF 1915 CONVENTION COMMITTEE 


A meeting of the committee of the American Elec- 
tric Railway Association on the location of the 1915 con- 
vention was held in New York Feb. 25. Those in at- 
tendance were J. D. Mortimer, chairman, C. L. Henry 
and H. C. Donecker, for the Railway Association, and 
E. H. Baker and H. G. McConnaughy, for the Manu- 
facturers’ Association. Secretary Burritt was also in 
attendance. 

The committee first attempted to estimate the num- 
ber which will attend the San Francisco convention be- 
cause a guarantee must be given to the hotels so that 
rooms will be reserved. It was decided, however, that 
in view of the unusual circumstances of distance, etc., 
connected with this meeting it was practically impos- 
sible for the committee to estimate the attendance 
without further information. Consequently it asked 
Secretary Burritt to mail to each member company a 
circular letter asking each company to advise the asso- 
ciation of the number of men each will send to the con- 
vention and for which the company will guarantee the 
hotel charges, also the number of additional represen- 
tatives who will probably attend the meeting. The let- 
ter will be accompanied by a blank on which this infor- 
mation may be entered. ; 

The companies will also be asked to state as closely 
as possible the period of time for which the rooms will 
probably be required, the kind of room wanted, etc. 
This letter will be accompanied by a statement of the 
rates to be charged during the convention period by 
the different hotels, if this information is available at 
this time. The committee sent a telegram to Messrs. 
Gregory and Hanlon, the Pacific Coast members of 
the committee, for this information. The hotels in San 
Francisco request this information from the associa- 
tion by July 1 of this year so that they may make the 
desired reservations. 


ANGLO-AMERICAN EXPOSITION 


The exposition which is being arranged to celebrate 
the 100th anniversary of the treaty of Ghent.is expected 
to promote a friendly feeling between the two coun- 
tries. To this end the management urges that the rep- 
resentatives of American firms should be men capable 
of making the most of the opportunity. Each exhibi- 
tion space should be regarded as an actual branch of 
the house represented. 
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STATUARY BRONZE FINISH OF CAR HARDWARE 


BY 0. T. KREUSSER 


The repolishing of the bright brass work on cars every 
few years, or at more frequent intervals, to keep it 
presentable, has undoubtedly exasperated more than one 
individual who is interested in car maintenance. In 
order to refinish the hardware properly, it is necessary 
to remove and repolish it. This means the labor of 
removal and replacement with its accompanying loss of 
parts; furthermore, the permanency of finish depends 
entirely upon the life of the lacquer which is used to 
prevent the tarnishing. 

To obviate this trouble and at the same time enhance 
the finished appearance that bronze trimmings give to a 
car the statuary bronze or oxidized surface finish was 
introduced. The theory of this treatment is to tarnish 
the brass work with chemicals to a suitable and attrac- 
tive shade before installation, and then when it is worn 
or chafed the tarnish due to natural oxidization will 
readily blend with the tarnish which was first applied 
artificially. In this way good appearance is maintained 
permanently, as the trimmings can be readily cleaned 
and freshened simply by rubbing them off with a rag 
and oil when necessary. Many roads have obtained these 
statuary finishes (of which there are endless shades of 
color) on new equipment as applied by the’ hardware 
manufacturers, but they do not know how to duplicate 
the finish when replacements or repairs become neces- 
sary. 

The following process can be readily adopted at any 
shop that has access to a sand blast. It will give uni- 
form results without the. necessity of scratch brushing 
at a cost of labor and material no greater than that of 
polishing. 

Before coloring it is necessary to obtain a clean matte 
surface on the brass work to permit the coloring chemi- 


cals to act evenly and without spotting and also to attain 


some depth in the surface of the metal. The sand blast 
_readily accomplishes this and at the same time removes 
all old lacquer, dirt, grease, etc. The coarseness of the 
sand and the air pressure used determine the roughness 
of the matte finish. The operator should handle every- 
thing during and after sand-blasting with cloth gloves 
in order to eliminate finger marks on the finished work. 
After sand-blasting, the work is hung on copper wire 
hooks, suitably arranged on sticks (in order to handle 
as many pieces as possible in one operation), and then 
thoroughly rinsed in clear water. A bristle brush is 
used, if necessary, to remove dust and sand, and then 
the pieces are dipped into solution No. 1, which is made 
up in approximately the following proportions: hot 
water, 10 gal.; copper sulphate (bluestone), 20 lb., and 
potassium chlorate, 20 Ib. This solution is heated to 
about 200 deg. Fahr. or above, either by a steam coil 
in a water bath which surrounds an earthen crock con- 
taining the solution or by direct flame under the water 
bath. Metal should not be allowed to come permanently 
in contact with the solution on account of the latter’s 
rapid corrosive properties. 


After the pieces have been permitted to hang in 
solution No. 1 for several minutes, they will assume a 
light brown color. They are then rinsed in clear water 
and dipped momentarily but repeatedly in a wooden 
tub containing No. 2, a very dilute cold solution of 
about 2 oz. of sodium sulphide (liver of sulphur) and 
10 gal. of water, until the proper deep brown shade is 
obtained. 

Following this process, the pieces are rinsed thor- 
oughly in clear water, dried in sawdust and lacquered. 
The lacquering is not absolutely necessary but elimi- 
nates any undesirable appearance which may be caused 
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Statuary Bronze Hardware—Method of Heating Solution 


with Water Bath 


by chemicals not thoroughly washed or by dust getting 
into the matte surface. ; 

Solution No. 1 can be used indefinitely by adding 
additional chemicals, a few pounds at a time, and stir- 
ring as required. It is advisable always to work the 
solution at about the same temperature in order to get 
uniform results. Solution No. 2 will be more active if 
made upon the day of use. 

The process is accomplished very rapidly, and with a 
little system the man engaged can keep the several 
operations running simultaneously. Long pieces, such 
as brass hand-strap rails or other parts that are too 
long to be placed endwise in the crock may be readily 
treated by slowly moving them across the top of the 
crock and by ladling the hot solution over them with an 
earthenware dipper. Screws, etc., after sand-blasting, 
should be handled throughout the process in an earthen- 
ware basket. ' 
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NEW USES FOR ELECTRIC ARC WELDING 


BY R. H. PARSONS, ELECTRICAL FOREMAN THIRD AVENUE 
RAILWAY, NEW YORK 


It is no longer necessary to defend the practicability 
of electric arc welding, as that fact is proved by its con- 
tinued successful use in many large shops. For ex- 
ample, the Third Avenue Railway has been using a 
home-made welding outfit at its Sixty-fifth Street shops 
for more than two years. The variety of work to which 


Fig. 1—Worn and Repaired Compression Spring Bracket and 
Radial Casting 


this outfit is adapted is surprising. The accompanying 
halftones illustrate a few of the jobs that have been 
carried out with this equipment since it was described 
in the ELECTRIC RAILWAY JOURNAL for June 21, 1913. 

Fig. 1 shows some easily recognized truck parts. No. 
1 is a compression spring bracket of a Brill 22-E truck 
of which the part holding the compression block is 
nearly worn through. No. 2 is a similar bracket which 
was worn to the same extent but which was repaired 
by filling it in with the electric welding process. No. 3 
is a radial casting of a Brill 22-E truck worn badly in 
the slide, as illustrated by the chalk mark on the cast- 
ing. No. 4 is a similar part, which was worn as badly 
as No. 3 but which was repaired. 

Fig. 2 presents a number of small parts which will be 
explained in detail, using the chalk-marked numbers as 
guides. The parts in the center on which the numbers 
cannot be seen are a good sample of “before and after.” 
They show a compression block of a 22-E truck. After 
the repair noted in this picture, the block was ground 


to a smooth finish and is now as good as new. Nos. 12 


and 13 show one of a large number of reclaimed body 
spring posts, also of Brill 22-E trucks. As they are 


Fig. 2—Miscellaneous Parts, Before and After Welding 


built up by the electric welder they are hammered con- 
tinuously on an anvil. When built up to a size a trifle 
larger than needed, and while still quite hot, the post is 
dipped two or three times in cold water, thus chilling 
and hardening the surface extremely. The post is then 
ground to a smooth finish, and is then actually better 
than a new steel one. 

Nos. 7, 8 and 9 are life-guard brackets which formerly 
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were welded by a blacksmith. The present method, 
however, is to cut and drill the pieces of straight flat 
iron by the use of jigs and then to place them in a form 


which holds them in the shape to which they should 


conform when finished. While in the form the holes in 
the brackets are placed over pins to keep the pieces in 
their proper position, nor are the pieces allowed to touch 
each other. The pieces are then welded, and upon cool- 
ing they are removed from the form finished. The job 
is completed in about one-half the time taken by the old 
method of welding the pieces with the blacksmith fire, 
cutting off the ends and drilling. 

Nos. 10 and 11 are brake levers. No. 10 is worn quite 
badly at the place where it rests on the support. No. 11 
is a similar lever which was worn but which has been 
built up by the electric welding process. The lever is 
ground smooth before re-use. 

Nos. 14 and 15 present a brake lever fulcrum which 
was originally made for a narrow beam but which 
later was changed for use on a wider beam. The end 
of the old fulcrum was cut off, a new piece was made by 
the blacksmith, as shown by No. 14, and then this piece 
was welded on with the result shown in No. 15. Ful- 
crums for 200 trucks have been so remodeled. 

No. 16 shows the fulcrum as it was before cutting 
it for No. 15. Some of these fulcrums were found to 
give way at the place shown by the pencil mark. To 
overcome this a °4-in. x l-in. iron was bent to fit over 
the part where the eyelet is, extending to about the cen- 
ter of the back of the fulcrum. Then the iron was 
secured to the fulerum by means of electric welding. 

Fig. 3 is a pedestal for a storage-battery sweeper. 
This piece was broken at the points shown by the chalk 
marks, the jaws having been broken off entirely when 
the sweeper left the track during the snowstorm of Feb. 
13. The pedestal was removed from the sweeper, sent 
to the shop, repaired and returned to the sweeper within 
twelve hours. This job was accomplished by bolting 
the jaws in place with two strips of iron and by weld- 
ing. The metal was preheated in a blacksmith forge, 
welded while hot and when finished it was left to cool 
in the dying forge fire. This precaution was taken to 


Fig. 3—Repaired Pedestal of a Storage Battery Sweeper 


prevent cracking from unequal contraction, as the mate- 
rial was cast iron. 

It is unnecessary to give the costs and other particu- 
lars of these jobs, since it is apparent to all how great 
the saving must be, particularly in the case of castings 
Nos. 1 and 3 and the sweeper pedestal. The main point 
is to be able to keep the cars moving by having avail- 
able a convenient means of repairing important parts. 
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'° ELECTRIC TRUCK WITH REMOVABLE TOWER 
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MICHIGAN UTILITY CARS WITH SNOW-REMOVAL 


_ The Union Electric Company, Dubuque, Ia., has in use 
an electric 1-ton truck which is equipped with a remov- 
able trolley-repair tower so that the vehicle may be 
employed either as a regular delivery truck or as a tower 
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Method of Attaching Tower of Truck Body 


wagon. When not in use the extensible tower is hung on 
ropes and pulleys in one corner of the garage. To con- 
vert the truck into a trolley-repair wagon, it is backed 
under the suspended tower and the framework is lowered 
~ by means of the double windlass at the right. Bolts hold 
the tower in place on the body of the wagon. The 


Truck with Removable Trolley-Repair Tower 


chassis of this General Vehicle truck, which is equipped 
with an Edison battery, was purchased by the Dubuque 
* company about twelve months ago, tower and body 
having since been built in the company’s own repair 
shops. H. G. Gorr, superintendent of light and power, 
designed this form of removable tower. 


The Victorian Parliament has passed four bills for 
the construction of eléctric railways around Melbourne, 
Australia. The total cost of the railways will be about 
$1,140,000. : toe Ce 


EQUIPMENT 


The Michigan United Traction Company, which oper- 
ates the interurban lines radiating from Jackson to 


Michigan United Utility Car—Section of Double Track 
Cleared by Snow Scraper 


Kalamazoo, Lansing, St. Johns and Owosso, and also 
the city lines in these places, has just placed in service 
in each city general utility cars of the type shown in 
the accompanying halftones. The car bodies are 35 ft. 
long and are supplied with single Dupont trucks, two 
GE-57 motors and double-end K-34 controllers. The 
bodies have steel underframes and. are fitted with 
forged drawbars designed for heavy hauling and wreck- 
ing purposes. They are fitted with center side doors 
and are supplied with jacks, blocks, rerailers, hose 
bridges, ropes, chains and, in fact, everything neces- 
sary to handle derailed or disabled city cars. They 


and Scraper in 


Michigan United Utility Car—Wings 
Operating Position 


are also equipped with large sand boxes for carrying 
60 cu. ft. of sand, so that they may be used for sanding 
the tracks when necessary. During the winter months 
these utility cars are equipped with diagonal snow 
scrapers and with side wings on both sides and ends. 
These devices are all operated by hand wheels from the 
interior of the car. 

The diagonal scrapers, it is believed, are unique. 
They are mounted on the cars normally at an angle of 
45 deg. to the track and project beyond the rail 3 ft. 
on each side. These scrapers are pivoted on the right- 
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hand end and may be set to take any width of devil- 
strip from 4 ft. to 6 ft., or they will swing to the inside 
limits of the car body for clearance at the carhouses. 
The scraper blades are 3/16-in. steel, 12 ft. long, with 
curved top. They are cut and lapped at the center to 
conform to the contour of city pavement. 


Michigan United Utility Car—Wings and Scraper in Carry- 
ing Position 


are hung on six-scroll springs mounted on a solid shaft 
resting in compensating bearings. These diagonal 
scrapers clean the snow from the center of the devil- 
strip to the right-hand side, and then the snow may be 
winged up to 8 ft. outside the rail. During a recent 
storm these cars were operated at full speed, and after 
passing up one track and down the other, left the street 
clean to the rails for a total width of 31 ft. 4 in. Their 
operation during the winter has been very satisfactory. 
The diagonal scrapers were designed by the engineers 
of the Michigan United Traction Company, in consulta- 
tion with F. N. Root, and are being manufactured for 
general sale by the Root Spring Scraper Company, 
Kalamazoo, Mich. 


STEEL UNDERFRAME CARS FOR PINE BLUFF, ARK 


Within the past year the Southern Car Company, 
High Point, N. C., built for the Pine Bluff Company, 
Pine Bluff, Ark., twelve steel underframe single-truck, 
arch-roof cars of the type illustrated, in accordance 
with the designs of Ford, Bacon & Davis, consulting 
engineers. These cars are completely vestibuled with 
hinged doors so that no bulkhead doors were considered 
necessary. The platform steps are fixed. The principal 


pial 


Arch-Roof Single-Truck Car Without Bulkhead Doors 


dimensions of these cars are as follows: Length of the 
car body over the bumpers, 33 ft. 10 in.; over the dash- 
ers, 32 ft. 4 in.; over the corner posts, 21 ft. 4 in.; over 
the platform steps over all, 4 ft. 6 in.; over the side 
posts, 8 ft. 3 in.; over the letterboards, 8 ft. 3% in.; 
over the upper drip rails, 8 ft. 6 in.; over the side- 
sill angles, 8 ft. 244 in.; distance from the top of the 
rail to the top of the roof at the center, 10 ft. 8 11/16 


The blades © 
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in.; distance from the top of the rail to the floor level, 
2 ft. 911/16 in. The step heights are 1213/16 in. 
from the top of the rails to the first step and 12 in. 
from the first to the second step. The truck has a 
wheelbase of 9 ft. and is fitted with 33-in. wheels. 
The side sills comprise 144-in. x 12-in. steel plate 
with an angle at the bottom and a steel bar riveted to 
the plate on the same side as the angle; the end sills 
are 10-in., 15-lb. channels which are riveted to the side 
sills and reinforced at the corners with angles; the cross 
sills, which are riveted to the side sills through inter- 
mediate angles, are 6-in., 8-lb. channels. As to the body 
framing, the corner posts are of yellow pine 34% in. x 
334 in., made in two pieces; the side posts are 1 in. 
thick by 134 in. maximum width and the continuous- 
type carlines are formed of steel 134 in. deep and 3 in. 
wide bolted to side pieces and wooden carlines. Pop- 
lar is used for the roof and agasote for the ceilings. 


Underframe of Pine Bluff Single-Truck Car — 


The interior finish is in dull mahogany. Ventilation is 
obtained by means of Garland ventilators, two per car. 
The operating equipment of each car includes two 


GE-219 motors rated at 40 hp each, K-36 control and. 


St. Louis vertical wheel brakes. 


PROPOSED SELKIRK TUNNEL AND ELECTRIFICATION 


Plans for the boring and ultimate electrification of 
a five-mile, double-track cut-off tunnel through the Sel- 
kirk Mountains in British Columbia are being consid- 
ered by the Canadian Pacific Railroad. The bore of the 
tunnel will be 17 ft., and the grades encountered will 
reach about 2 per cent. It is expected that the tunnel 


will be approached by an electrified section of 7 miles of 


double track and that the third-rail 2400-volt d.c. sys- 
tem will be employed. Power will probably be supplied 
from a future power station to be installed near the 
electrification, rather than by undergoing the great 
expense of erecting a long transmission line over this 


mountainous section, in order to purchase energy from 


any already existing station. 


When the question, Shall smoking be abolished on 


street cars? comes up for settlement with any city, — 


there can be only one answer in the opinion of The 
Journal of the American Medical Association. From 
the point of view of hygiene and common cleanliness, to 
say nothing of the comfort of the majority, smoking 
on street cars is an indefensible nuisance. 


if 


FEBRUARY 28, 1914.] 
RECENT CONCRETE-POLE TESTS 


Two subsidiary companies of H. M. Byllesby & Com- 
pany, of Chicago, have made systematic tests of solid 
and hollow reinforced poles, with the object of determin- 
ing the best form of pole and placing of reinforcement. 
Six poles each were tested by the Oklahoma Gas & 
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the poles butted against a heavy, rounded-end timber 
braced against the bank, with another timber renewed 
for each test braced against the butt. 

At Nashville the pull was applied by a cable attached 
1 ft. from the top of the pole and passing through a 
block at the top of a guyed mast. The pull was applied 
by a hoisting crab and measured by means of a pair of 


Eleetric Company at Oklahoma City, Okla., and the dynamometers.. Here the poles were braced at the 
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Designs of Test Poles—Poles 10 to 30 Were Tested at Cklahoma, 1 to 6 at Nashville 


Nashville Railway & Light Company at Nashville, Tenn. 
The cross-section of the poles and the schemes used in 


reinforcing are shown in the accompanying diagram. 


The concrete for all poles was in the proportions 


(1:2:3%4, and high-carbon square, cold-twisted steel bars 


of 50,000 lb. per square inch elastic limit were used for 


reinforcing. The rods were bent to insure good bonding. 


The poles were molded in wooden forms by men ex- 
perienced in concrete work but not especially trained 
for pole making so as to duplicate field conditions. The 


ground line and concrete footings were placed around 
the butts. Deflections were measured by means of a 
rule at Oklahoma and by rule and plumb bob at Nash- 
ville. Poles were tested to destruction in all cases. 
The general conclusion was that hollow poles are not 
successful in resisting shearing forces from the ground 
line down, as all showed shearing failure in this region. 
After failure the tendency of the concrete on the com- 
pression side was to slide by that on the tension side, 
causing a shearing action in the side walls. Inasmuch 


Concrete Pole Tests—Cracks from Stresses in Poles 3, 4 and 5 


hollow poles were made with sectional tapered sheet- 


iron cones. 


At Oklahoma City the pull was applied by means of 
a cable attached 6 in. below the top of the pole and 


passing over a block attached to a neighboring gas tank 


frame. A coal car was attached to the free end of the 
cable and loaded with sacks of sand. At the ground line 


as hollow poles are more expensive than solid ones and 
are more difficult to make and as they are not much 
lighter for equal strength, their use is not advised. 
Poles having few bars with some butt reinforcement 
were shown to be preferable. 

At Nashville the tests showed that a safety factor of 
two is obtained when 1200 lb. per square inch unit stress’ 
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is allowed for 1:2:314 concrete and 30,000 lb. per square 
inch for high-carbon steel. The average calculated 
breaking load (straight-line formula used) for four 
hollow poles was 2375 lb., and the actual breaking load 
was 1557 lb. applied 6 in. from the top. Five of the 
solid poles had calculated average breaking loads of 
3500 lb., while the actual breaking load was 3610 lb. 

The tests at Oklahoma City were under the direction 
of J. M. Brown, superintendent of the electrical depart- 
ment, under the supervision of W. R. Molinard, secre- 
tary and general manager of the Oklahoma Gas & 
Electric Company, a subsidiary of H. M. Byllesby & 
Company. H. M. Fisher superintended the building and 
testing of the poles for the Nashville Railway & Light 
Company. 


AMERICAN GEARS FOR HEAVY ELECTRIC TRACTION 
IN ENGLAND 


The Tool Steel Gear & Pinion Company, Cincinnati, 
Ohio, through its London representatives, Scholey & 
Company, Ltd., recently received the contract for 
a total of 344 gears and 344 pinions to be used in elec- 
trification work on the London & South Western Rail- 


41 Inches 


Comparison of Gears and Pinions for City; Heavy and Inter- 
urban Traction | 


way, London, England, one of the large steam railroads. 
Not only is this the largest single order that has been 
placed in England but the gears are believed to be the 
largest known in electric railway service. They have 
sixty téeth, two diametral pitch, with 6-in. face, 8-in. 
bore and an outside diameter of 3014. in. The forged 
blanks from which these gears are made weighed a lit- 
tle more than 700 lb. each, while the finished gear 
weighs 565 lb. The gears are to be used on 200-hp 
motors. The accompanying halftone shows the size of 
the gear and pinion as compared with an ordinary city 
service gear and pinion and with an interurban gear 
and pinion. The diameter of the city service gear is 
usually about 23 in. to 24 in., while the diameter of the 
ordinary interurban gear saat run from 17 in. to 20 in. 
The gears for the London & South Western Railway 
will weigh about three times as much as a gear for city 
service and two or three times as much as a gear for 
interurban service. The order for this equipment was 
placed after an English engineer had visited the United 
States to investigate thoroughly the record of this 
maker’s tool-steel gears and pinions in heavy-duty serv- 
ice. The first shipment has already gone forward to 
London. 

Another large contract has just been placed with the 
same company by the London & North Western Rail- 
way, another of the large British lines which are being 
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electrified in London and vicinity.. The first order from 
this company called for 178 gears and pinions, the gears 


being a trifle larger than those for the London & South 


Western line. These gears are to have sixty teeth, 
thirteen module (the metric pitch designation), with 
6-in. face and 8 1/16-in. bore. The outside diameter of 
these gears will be 3134 in. and the estimated weight 
will be about 600 lb. 


EBURNE INTERURBAN STATION AT VANCOUVER, B.C. 


The terminal of the Eburne and Lulu Island inter- 
urban line at Vancouver, B. C., has become inadequate 
on account of traffic increases in recent years, and last 
year it was decided that an entirely new station was 
needed. The company improved the opportunity to 


move the site about two blocks, and the new station is’ 


now nearing completion. A view from the architect’s 
drawing accompanies this article. — 

The city cars pass on one side of the station and the 
interurban cars on the other. A passageway to connect 
the two lines extends through the building and is flanked 
on one side by ticket offices to handle crowds during the 
season when the Lulu Island race tracks are open. On 
one side of the passage is the general waiting room, 
separated from the passage by plate-glass windows, thus 
allowing a range of vision from the ticket offices which 
gives the agents supervision over the waiting room at 


Eburne Station at Vancouver, B. C. 


rush-hour periods. At other times a small ticket office 
in one corner of the waiting room is used. On the other 


side of the passage are the ticket and staff offices and _ 
a public lavatory, which is entered from the rear plat- 
form. On the side of the building adjoining the inter- . 


urban tracks an overhanging roof projects 10 ft. and 
is supported on posts. 

The station building is of wooden frame construc- 
tion, finished on the exterior in half timber with cement 
and granite stucco panels. The station was designed 
by R. Lyon, architectural engineer for the aie 
Columbia Electric Railway Company. 


AMBULANCE CHASING DENOUNCED ~° 


In a recent lecture before the Boston University Law 


School, former President William Howard Taft declared. _ 


that the fraud and chicanery of the ambulance-chasing 
lawyer are enough to cause statutory prohibition 
against this evil. “The ambulance chaser,” said the 
former chief executive, “is a term that has come to be 


accepted in the profession, and these, together with 


scheming lawyers who seek business through their 
agents, do not make for a better tone in our profes- 
sion. One of the great benefits of the workmen’s com- 
pensation act will be the elimination of this class.” 
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News of Electric Railways 


Committee on Federal Relations of the A. E. R. A. on 
. Pending Bills 


Arthur W. Brady, chairman of the committee on public re- 
lations of the American Electric Railway Association, has 
addressed a letter to the members of the association calling 
attention to the steel-car bills, the Stevens bill and the pro- 
posed bill for the regulation of securities now pending in 
Congress. Of the five steel-car bills introduced in the 
House and the one bill introduced in the Senate, only one 
now excludes electric railways from its provisions. These 
bills provide generally that no carrier engaged in interstate 
commerce by railroad shall after a certain date put into use 
any new passenger, express or baggage cars not of steel, or 
within a certain further period have in use any such cars not 
of steel. The Stevens bill vests the Interstate Commerce 
Commission with full power “to investigate the roadbed, 
track, structures, equipment and facilities used by common 
carriers in interstate or foreign commerce, the operating 
rules, regulations, methods, train schedules, size of train 
crews, hours of labor of railroad employees, or any other 
matter affecting the safe operation of trains engaged in in- 
terstate or foreign commerce.” The commission is to have 
power, after notice and hearing, “to issue an order or orders 
fixing, determining and designating the changes, improve- 
ments and repairs to be made in the way and structures, the 
kind of equipment, the standard of equipment and supplies, 
the installation of signal systems, train control devices, au- 
tomatic train stops, and other safety appliances, the operat- 
ing rules, regulations and methods, train schedules, running 
time of trains, size of train crews and hours of labor of rail- 
road employees to be adopted, used and maintained in the 
operation of trains in interstate or foreign commerce.” 

Heavy penalties are imposed for failure to obey such or- 
ders. Attention is also called by Mr. Brady to the bills to 
require the use of block signals on the lines of all common 
carriers “engaged in interstate commerce by railroad.” 

Mr. Brady says that a widespread misunderstanding exists 
as to what carriers are engaged in interstate commerce. 
The belief that a carrier is engaged in such commerce only 
if its road extends into more than one State, or if through 
cars are operated over a route extending into more than one 
State, is erroneous. The courts appear inclined to hold that 
the slightest tincture of an interstate transaction renders a 
carrier an interstate carrier. Thus the mere carrying of in- 
terstate express matter for an express company by a rail- 
road lying wholly within one State has been held to make 
that railroad an interstate carrier. Under the decision of 
the Supreme Court of the United States last year in the 
Omaha & Council Bluffs case, however, purely urban electric 
railways do not fall within the jurisdiction of the Interstate 
Commerce Commission under existing laws, even though en- 
gaged in interstate commerce. A bill is pending, however, 
introduced by Congressman Green of Iowa, to amend the ex- 
isting acts so as to make them applicable to such companies. 
This bill is approved by the commission. 

The committee of the association has labored under con- 


siderable disadvantage from its inability to ascertain accu- | 


rately what electric railways are engaged in interstate com- 
merce, particularly as no list of such companies is published 
by the Interstate Commerce Commission, and the associa- 
tion has requested that a blank which it inclosed with Mr. 
Brady’s communication be filled out and mailed promptly. 

A hearing upon the bills mentioned was held on behalf of 
the electric railways before a subcommittee of the House 
committee on interstate and foreign commerce on Jan. 23, 
1914. Members of the committee on federal relations of the 
American Electric Railway Association and other represent- 
atives of electric railways were present and asked for the 
exclusion of electric railways from the operation of any of 
these bills on the grounds that few of the electric carriers 
are interstate carriers, except in a technical sense; that in 
practically every state there is now a commission having 
‘substantially all the powers over electric railways proposed 
to be vested in the Interstate Commerce Commission by the 
bills in question; that the interurban electric railways .en- 


gaged in interstate commerce are now subject to the opera- 
tion of the original interstate commerce act; that the rolling 
stock of the electric interstate carriers is comparatively 
new, and that to require radical changes in their rolling 
stock equipment as proposed by the steel-car bills would, im- 
pose a burden upon them both unnecessary and beyond the 
financial ability of these companies to assume. 

Members of the Interstate Commerce Commission ap- 
peared before the House interstate and foreign commerce 
committee on Feb. 19, 1914, as expert advisers on the pro- 
posed bill to authorize federal regulation of railroad 
securities. Commissioner Clements said: 

“Personal guilt should be provided for in legislation to 
empower the Interstate Commerce Commission to regulate 
issues of railroad securities. Put the responsibility on the 
directors to see that they neither misapply nor permit the 
misapplication of moneys.” 

Chairman Clark told the committee that no common car- 
rier could have good reason to object to government super- 
vision when securities were to be issued for proper pur- 
poses. He condemned “pyramiding” of stocks and bonds 
and permitting railroads to bond themselves to buy stocks 
of other roads for speculative purposes. He thought the 
proposed exemption of short-term notes should be carefully 
considered because of probable refunding requirements, and 
that it might interfere with effectual regulation. 

On Feb. 25 the holding companies bill had not. yet been 
Commission, appearing before the House committee on in- 
terstate and foreign commerce, disapproved of the Clayton 
bill, giving the commission power to supervise the future 
issue of railroad securities, on the ground that it would 
practically compel the commission to give a clean bill of 
health to prior issues and otherwise place that body in an 
embarrassing position. As a substitute Mr. Meyer advo- 
cated an amendment to Section 20 of the Interstate Com- 
merce act, extending the powers of the commission to secure 
information of the relations between railroads and holding 
companies and contractors. 

Up to Feb. 25 the holding companies bill had not yet been 
introduced in either House. 

The conferences which have been held between Chairman 
Sims and other members of the railway capitalization sub- 
committee with the Interstate Commerce Commission indi- 
cate, according to one source of information, that the follow- 
ing propositions in all probability will be embodied in the 
first draft of the proposed railway capitalization law: 

Prohibition against any railroad corporation issuing stock, 
bonds, or other indebtedness, except for actual necessary 
railroad property purposes, so as to add to the railroad’s 
value, and the issue then only to be upon approval of the 
Interstate Commerce Commission. 

Personal guilt and responsibility of directors and other 
officers, including imprisonment penalties for violation of 
the proposed law. 

Reasonable restrictions on the amounts of stock and bond 
issues. 

Guarantee by applying railroad, as a condition precedent 
to approval of stock or bond issues, that the proceeds will 
apply to the railroad’s upkeep, extension or other legitimate 
ascertained use. 

Restrictions to make impossible the disposition of stock 
or bond issues except for bona fide value in open market. 

Public hearings upon applications of railroads and other 
common carriers to issue stock and bonds, upon notice to 
the particular railroad and to the Department of Justice, 
and possibly to the railroad commission of the state or 
states affected. 

Regulation of purchases of railroad supplies to prevent 
officers selling to themselves through double corporation 
connections. 

Avoidance of finality or guarantee effect of the Inter- 
state Commerce Commission’s “O K” on stock and bond 
issues in case of subsequent court or other proceedings. 

Authority to competent courts to enjoin all issues con- 
trary to this proposed law upon suit of the United States 
or any officer or stockholder of the offending railroad. 
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Decision in Indianapolis & Cincinnati Traction Company . 
Arbitration Case 


The Public Service Commission of Indiana on Feb. 21 
handed down its decision in regard to the rate of wages 
of trainmen of the Indianapolis & Cincinnati Traction 
Company. Following. the agreement of Nov. 7, 1913, be- 
tween the Indianapolis Traction & Terminal Company and 
its employees, which ended the strike of Nov. 1-7, 1913, the 
Indianapolis & Cincinnati Traction Company entered into 
an agreement with its trainmen providing that the Public 
Service Commission should sit as a board of arbitration 
and decide for three years any grievances which might be 
presented to the company and not satisfactorily adjusted 
between the company and the employees. On Nov. 25, 1913, 
Charles L. Henry, president of the company, and a com- 
mittee of employees presented to the commission twenty- 
one grievances regarding wages, working conditions, etc. 
These were subsequently withdrawn, and the company and 
its employees satisfactorily adjusted nineteen of the griev- 
ances, submitting to the commission only the demand for a 
flat wage scale of 35 cents an hour instead of the present 
sliding scale of 21 cents to 30 cents an hour, and the 
demand that the two divisions of the company be operated 
separately, which necessitated the addition of one car. The 
hearings before the commission were brief. Mr. Henry 
represented the company in presenting evidence to show 
why the financial condition of the road did not permit any 
increase in wages. The men were represented by a com- 
mittee of employees. The ruling of the commission reviews 
the evidence presented, and reads in part as follows: 

“The trainmen asked that each division be operated sepa- 
rately; that is, that the cars running between Greensburg 
and Indianapolis over that division be not transferred at 
Indianapolis and run between Indianapolis and Conners- 
ville over that division, and that a separate set of cars be 
set apart for each division. This would require ten cars 
instead of nine, make one extra train crew necessary and 
increase the pay roll of the trainmen more than 10 per cent. 
The advantage that would accrue to the trainmen would 
be a greater layover at the end of each run. The layover 
time on the present schedule is from ten minutes to an 
hour and twenty minutes, but in most cases from about 
twenty to thirty minutes, and the running time over each 
division from about one hour and thirty or forty minutes to 
two hours and ten minutes. The trainmen contended that 
these layover periods are quite frequently lost to them by 
reason of delays on the road between terminals, and that 
they should have more layover time in which to rest pre- 
paratory to the next run. The desirability of such a 
change in the working hours of the trainmen will, no 
doubt, be conceded by everyone, but in this case the award 
on that point, as well as on the matter of the increase in 
wages, must be determined largely, if not wholly, by the 
state of the financial budget of the company. 

“The scale of wages paid to the trainmen in the employ 
of the respondent begins with a wage of 21 cents an hour 
and increases 1 cent an hour each year until a maximum 
of 30 cents an hour is reached. This is substantially the 
scale now paid by all interurban roads in this part of the 
country, and the maximum is 3 cents an hour more than the 
maximum in the award recently made in the arbitration 
between the employees and the Indianapolis Traction & 
Terminal Company. 

“The average of earnings of trainmen on respondent’s 
road is considerably more than that of other employees of 
the company in other departments of service. This may be 
accounted for in part by the fact that trainmen are on duty 
more hours per month than are other employees. The 
working hours of trainmen, however,.are as good as will be 
found on any other interurban road. On the present time 
cards all runs but two are straight runs. Very few are less 
than ten hours and only a few are more than eleven hours. 
Two swing runs are completed in substantially thirteen 
hours, with ten hours and thirty minutes of platform time, 
and they are daylight runs, or practically so. The runs are 
so arranged that the men may reside in the cities on the 
line of respondent’s road other than Indianapolis, and have 
thereby some valuable advantages in the matter of living 
expenses. 
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“Wages of trainmen have been increased 24.99 per cent 
in seven years, which is more than the increase in the cost 
of living during that time. 

“The properties now owned by the Indianapolis & Cin- 
cinnati Traction Company passed through a receivership 
from 1906 to November, 1910, at which time they were sold 
at a receiver’s sale to the respondent. No dividend on stock 
or interest on bonds was paid during the period of the re- 
ceivership, and since the reorganization dividends amount- 
ing to $27,500 have been paid on the preferred stock, the 
only return the investors have received in eight years on an 
investment of $1,800,000. 

“The gross operating revenues last year were barely 
sufficient to pay the operating expenses and interest on 
bonds, and there is no indication of an increase in rey- 
enues in the near future. It will be necessary for the com- 
pany to borrow money to make repairs due to the flood 
damages of last year and to install such block signal equip- 
ment as may be required. The operating revenues of this 
company are 29 per cent less per mile than those of any 
other interurban railway running into Indianapolis, and 49 
per cent less than those of the road having the highest rate 
of income per mile. 

“In the settlement of the nineteen grievances which were 
adjusted between the company and the employees the com- 
pany conceded practically all the demands of the employees, 
and these concessions entail an additional and substantial 
burden on the company. From the uncontroverted evi- 
dence the employees receive all of the operating revenue 
not expended for repairs or in the payment of interest 
charges. The stockholders are receiving no dividends on 
their stock, and until recently no interest was paid on 
bonded indebtedness. Certainly when labor receives all 
the income, as it is and has been doing in this case, there 
can be no just claim that any part of the invested capital 
should be applied on or added to a wage which is as liberal 
as the wage scale of the trainmen employed by the re- 
spondent company. 

“We have absolute confidence that the employees will 
concede the justness of this conclusion when they under- 
stand all the facts about the inability of the company to 
pay a higher wage. The personnel of the committee of em- 
ployees which appeared before us would seem to justify 
this confidence. We therefore find in favor of the Indian- 
apolis & Cincinnati Traction Company on grievances one 
and two.” 


Application Made by Cleveland Railway for Approval of. 


Stock Increase 


The Cleveland Railway applied to the Ohio Public Util- 
ities Commission on Feb. 21 for authority to issue $2,141,100 
of common stock, the proceeds to be used to purchase new 
cars and make other improvements, all at an estimated cost 
of $3,477,631. To meet the entire amount of the proposed 
expenditures the company will later apply for authority to 
issue $2,000,000 of additional stock. The money derived 
from the sale of the stock to be issued at present will be 
expended as follows: new motor cars, trail cars and equip- 
ment, $950,000; right-of-way for the East Seventieth Street 
extension, $160,000; tracks on East Seventy-ninth Street 
and East Highty-second Street, $275,000; tracks for the 
Kast Thirtieth Street cross-town line, $150,000; land for the 
Harvard Avenue shops, $100,000; garage at Scovil Avenue 
and East Fourteenth Street, $4,000; equipment of office with 
dictagraph system, $1,600. a 

The members of the street railway committee of the City 
Council inspected the new carhouse and yards of the Cleve- 
land Railway at St. Clair Avenue and East 129th Street, 
Cleveland, recently and voted to approve the expenditure of 
the money required for the improvement. Councilman 
William Stolte, who introduced the resolution in Council 
providing for an inspection of the property, announced that 
he merely wanted to learn whether the expenditure was 
justified and whether the company and the city could afford 
it. J. J. Stanley, president of the company; George L. 
Radcliffe, general manager, and C. H. Clark, engineer of 
maintenance of way, accompanied the committee, as did 
Terrence Scullin, master mechanic, who designed the car- 
house and yards. Peter Witt, street railway commissioner, 
and J. H. Alexander, engineer in his office, also were memw- 


if 
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bers of the party, although Mr. Witt had previously in- 
formed the committee that he would not accompany the 
_members in an official capacity. 

Mr. Stanley stated that the company had endeavored to 
construct a building that would afford comfort and con- 
venience to the employees and not be a detriment to the 
adjoining property. The yards and building had been made 
sufficiently large to accommodate the growth of traffic for 
some years to come. The items of cost for the plant follow: 
land, $34,213; buildings, $86,950; fencing, $2,812; fire pro- 
tection, $23,635; track and overhead work, $62,152. The 
cost of the office building alone was $47,775. It is said that 
the company will spend about $5,000,000 within the next 
five years in erecting improved houses and building car 
yards. The next one will probably be built at the terminus 
cf the Superior Avenue line to replace the carhouse and 
yards at East 105th Street, which is some distance from 
the end of the line. 

In an interview at Columbus F. E. Munn, a member of 
the state tax commission, declared that the valuation of 
$22,124,180 placed on the property of the Cleveland Railway 
must stand unless the courts order a reduction. He said 
that the advice of the Cleveland City Council to the com- 
pany to pay on only $19,000,000 will not affect the action 
taken by the commission. 

The City Council on Feb. 24 approved the request of the 
Cleveland Railway for authority to spend $573,312 for the 
renewal of about 6 miles of track and the resurfacing of 
8,555 ft. of track in another location. The Council also ap- 
proved the agreement made between the city officials and 
_ the company by which $18,000 a month will be deducted 
from the gross receipts and credited to the maintenance, de- 


preciation and renewal reserve to make up the deficit exist- 


ing from charging off the value of old power houses and 
equipment and that which was caused by exceeding the al- 
lowance for the past two or three years. 


Rental Basis for Chicago’s Proposed Subways Recommended 
by Bion J. Arnold and George Weston 


In connection with the proposed Chicago passenger sub- 
ways, one of the most important subjects under discussion is 
their rental value to the surface railways of Chicago, now 
combined under the name of the Chicago Surface Lines. On 
Feb. 20 Bion J. Arnold, chairman of the Board of Supervis- 
ing Engineers, Chicago Traction, and George Weston, a 
member of the board as a representative of the city, pre- 
sented a letter on the subject to the subway subcommittee of 
the committee on local transportation of the Chicago City 
Council. This report was in response to a request for a rec- 
ommended basis for determining the annual rental, if any, 
which should be paid by the Chicago Surface Lines to the 
city of Chicago for the use of the subways. 

Under the street railway settlement ordinances of 1907 
there has been accumulated in the city treasury a traction 
fund which, on Feb. 1, 1914, amounted to about $13,000,000. 
Messrs. Arnold and Weston say that the best plan under the 
copartnership arrangement with the companies would be 
for the city to invest its traction fund in subways or other 
extensions to the surface line properties in such a manner 
as to increase the service return for the people and charge 
no rental at all for such money as the city invests in sub- 
ways or extensions. By this method the traction fund 
would be utilized in effect as an amortization fund, and the 
purchase price, or agreed capital value of the company, kept 
down accordingly. They also contended that the maximum 
service to the public and a fair return to the companies on 
the agreed capital value should be the two fundamentals 
upon which the operation of any traction system should be 
based. After stating this fact the letter continues: 

“However, inasmuch as the companies are interested in 
the divisible net profits over and above their 5 per cent re- 
turn upon their investment, we believe that the citizens and 
the city of Chicago would best be served by limiting the ree 
turn of the companies upon their agreed capital value, in- 


eluding the 5 per cent interest allowance, to some fixed max- - 


imum amount, and that all earnings over this fixed percent- 
age should be placed in what might be called a ‘surplus earn- 
ings fund’ to be applied to subway rental or an amortization 


fund.” | 
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In addition to the excess net profits over the fixed maxi- 
mum rate of return to the companies upon their agreed capi- 
tal value it was recommended that the saving realized by 
the operation of cars in the subways also be set aside for 
subway rental to be paid to the city. This saving and the 
excess net profits shall be paid to the city, it is proposed, un- 
til the subway rental shall equal 5 per cent upon the invest- 
ment. The remainder of this fund, if any, is to be utilized as 
an amortization fund. In making their calculations Messrs. 
Arnold and Weston recommended 7 per cent to be the maxi- 
mum allowable return to the companies upon the agreed cap- 
ital value. It is proposed that this 7 per cent be a maximum 
but not a guaranteed percentage, it being understood that 
the return to the company shall be limited to its proportion 
of the divisible net profits, as provided in the ordinances of 
Feb. 11, 1907. 

Referring to the proposed Clark Street subway, from 
Eighteenth Street to Elm Street, and the proposed West 
Side “U” loop subway, as well as the proposed short sub- 
ways under railroad tracks on the West Side, a table was 
presented showing the financial results of subway operation 
using two-car trains, assuming that the maximum return to 
the companies shall be 7 per cent and that the ratio of op- 
erating expenses to gross earnings is 65 per cent. This ta- 
ble goes back to 1912 in relation to the city’s 55 per cent of 
the net receipts and to the companies’ total return upon 
purchase price. It assumes parts of the subway in operation 
in 1917, and gives figures year by year until 1926 inclu- 
sive. At the end of 1926 it is figured that the saving from 
subway operation will amount to $8,375,000. The city’s 55 
per cent of the net receipts from 1912 to 1926 inclusive is 
estimated as $54,552,600. The average of the companies’ 
total return upon purchase price from 1912 to 1926 inclusive 
is 6.96 per cent. From 1923 to 1926 inclusive the compa- 
nies’ return will be 7 per cent or over, the rate in 1926 being 
7.303 per cent. The total rental to the city is given as 
$9,840,000 in the period from 1917 to 1926 inclusive. The 
city’s investment in subways will range from $18,000,000 in 
1917 to $48,000,000 in 1926, but in the year last mentioned 
there would be in addition subways in course of construction 
to be ready for operation in the year 1927 to the amount of 
$17,000,000. The rental return to the city in percentage of 
its subway investment is given as ranging from 1.93 per cent 
in 1917 to 3.92 per cent in 1926. 

In explaining the report to the subcommittee Mr. Arnold 
said that the city cannot have high-class subway service and 
large profits. On motion of Alderman Captain, a member of 
the subcommittee, the engineers were asked to submit addi- 
tional figures showing the rental values on subways worth 
$26,000,000 at a 5 per cent rate of return. 

At a meeting of the subcommittee of the local transporta- 
tion committee of the Chicago City Council on Feb. 23, Leon- 


-ard A. Busby, president of the Chicago Surface Lines, stated 


that his company would not put $5,000,000 into the subway 
construction except in accordance with the fixed letter of the 
1907 traction ordinance. This provides that if the railway 
companies invest in the subway construction the city would 
not be able to recapture the subway until it purchased the 
entire traction property. Prior to this announcement the 
subcommittee worked with the idea in mind that the com- 
panies would assist in financing the initial subway and 
drafted an ordinance along that line. In addition to this ob- 
ject W. W. Gurley, attorney for the surface lines, added fur- 
ther confusion to the tentative plans by advising the sub- 
committee that the city could not legally use the West Van 
Buren and Washington Street tunnels as a part of the sub- 
way scheme. This opinion was sustained by assistant corpo- 
ration counsel assigned to subway work. Both of these ob- 
jections were of vital importance to the success of the ini- 
tial subway scheme, and to meet them the subcommittee de- 
cided that the city should finance the initial subway and the 
corporation counsel was instructed to redraft the ordinance 
along that line. 

At the suggestion of Bion J. Arnold the subcommittee con- 
sidered the following change in the initial subway route to 
eliminate the second objection: The original scheme pro- 


vided for a U-shaped tunnel beginning at Clinton Street west 


of the Chicago River, proceeding east on Washington Street 
to Michigan Avenue, thence south on Michigan Avenue to 
Jackson Boulevard, thence west on Jackson Boulevard to a 
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point near the Chicago River where it diverges to the south, 
using the Van Buren Street tunnel under the river. It is 
now proposed that the subway shall use Randolph Street on 
the north, proceeding south on Michigan Avenue to Harri- 
son Street, thence west on Harrison to some point in West 
Chicago. This will require two new subways under the Chi- 
cago River and will increase the cost of this initial line. It 
is planned, however, to extend the time of completion from 
1917, as originally proposed, to 1919, so that the subways 
can be built and equipped entirely out of the city’s traction 
fund. 


Mr. Dalrymple on His Visit to America 


James Dalrymple, general manager of the Glasgow (Scot- 
land) Corporation Tramways, has submitted to the members 
of the Glasgow Corporation a preliminary report containing 
about 6000 words on the recent visit of himself and the 
master of works of Glasgow to the United States and 
Canada. Mr. Dalrymple was very much grieved with the 
uncomplimentary way in which Americans spoke of their 
municipal representatives. He scarcely ever heard a good 
word in regard to a city council. Some of the best and 
most capable Americans he met, however, were members 
of the city councils and civic officials. He doubts very much 
whether the commission form is the last word in city gov- 
ernment. He takes up in turn each of the cities which 
were visited. An abstract of his most significant remarks 
about his street railway investigations follows: 

“No city in the world has the same traffic problems to 
solve as New York. On Manhattan Island alone there are 
457 miles of surface lines, 120 miles of elevated lines, and 
71 miles of subway lines. All these together carry annually 
about 1,100,000,000 passengers. There is a universal 5-cent 
fare. The company has for some time been experimenting 
with various types of cars, and among these is the double- 
deck car. We found it different in many respects from our 
double-deck car. It seemed, however, to suit the conditions 
quite well, and was highly spoken of by the general man- 
ager. The only other double-deck car which we saw in 
service was at Pittsburgh. We did not care to sit in the 
lower portion of the car, as it gave one the feeling of being 
too near the street. There are also in service a number 
of single-deck cars with this low floor, which we inspected 
very carefully. We were much interested in the storage- 
kattery cars on the crosstown lines. They appear to answer 
the purpose all right. Every year, as another forty or fifty 
story office building is erected, the problem of meeting the 
congestion of traffic is becoming more difficult. 

“One of the great drawbacks to the successful operation 
of tramways, more especially in some of the Eastern cities, 
is the change which is continually going on in the personnel 
of the staff. We were informed that in some systems almost 
the entire staff changes every year. This, of course, is very 
different from the conditions on this side. Americans never 
seem to join the street railway service with the intention of 
remaining at the work. They can very often do better, 
whereas with us no better employment can be found. 

“There has been for the past few years a considerable 
cutery on the part of tramway authorities in regard to 
fares. The cash fare all over the United States is 5 cents. 
In many places tickets are sold at a discount, which brings 
down the average income per passenger to about 4 cents 
or even less. In some places these tickets are used to such 
an extent that very little actual cash is handed to the con- 
ductor. These reductions in fares are being pressed on the 
companies, and, at the same time, the city boundaries are 
being extended, and passengers must be carried to the new 
boundary line without any additional fare. Of course, the 
system of transfers is universally adopted. All these 
arrangements must lead to a great deal of abuse. In the 
case of discount tickets the officials admit that they are 
defrauded by the conductors. The transfer system also is 
very much abused, and this abuse is very difficult to check. 

“The only municipal tramway lines that we saw were 
those in Toronto and San Francisco, and, of course, in both 
of these cities 90 per cent of the lines are still in the hands 
of private companies. The idea of municipalization of street 
railways is, no doubt, gaining ground in the United States, 
and if one of the larger cities were to take a step forward 
and make a success of a municipally owned and operated 
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street railway a great change might very soon take place 
ir the street railway business throughout the whole country. 

“The relationship between the municipality of Cleveland 
and the street railway has for many years been very 
peculiar. In Cleveland the fare is 3 cents instead of 5, 
and quite recently there was an arbitration between the city 
and the company in regard to the terms of the agreement. 
It did not seem to us that the company was spending a suffi- 
cient amount on its track, and the arrangements under which 
the company is carrying on business did not seem at all sat- 
isfactory. 

“While being shown over the street railway system in 
Milwaukee we were particularly struck with the magnificent 
head office accommodation. We have seen most of the 
tramway offices in this country and also on the Continent, 
but we have never seen any arrangement so complete as 
we saw at Milwaukee. 

“As a general rule the street railway companies of the 
United States have not spent much on their workshops and 
car sheds. Things are, however, now improving very much. 
We were much interested in the newer style of carhouse. 
‘this is of a simple description; indeed, it seemed only to 
be used when the cars were being cleaned or inspected. At 
other times the cars were allowed to lie out in the open. It 
was really not a carhouse, but a car yard. This free and 
easy way of storing tramcars is becoming fairly general. 
The companies are saved the expense of erecting elaborate 
carhouses such as we have here, and, as their experience 
of the fire risk has not been very good, that danger is prac- 
tically eliminated. Ample provision, however, is made in 
the open yards for dealing with fire by the erection of 
platforms 20 ft. high, on each of which is placed a stand- 
pipe. 

“Everybody we met seemed anxious to learn how Glasgow 
cperates its municipal tramways. All kinds of tales have 
keen circulated through the press as to the results of 
municipal operations in Glasgow and in this country gen- 
erally, but the citizens of the American cities have ap- 
parently come to the conclusion that these are, for the most 
part, fairy tales, and are anxious now to get the actual facts. 

“We knew Los Angeles best because of its remarkable 
tramway system. It is generally admitted among tram- 
waymen that the Los Angeles city and suburban street 
railway systems are, in many ways, the finest in the States. 
We know of no other city of the size with such an extensive 
and complete system. 

“We were anxious to see the street railway system of 
Pittsburgh, as the company is experimenting with the 
double-deck car. The Pittsburgh people have carried out a 
great improvement in the heart of the city by cutting away 
2 hump. We examined this piece of work with much inter- 
est. 

“After leaving Washington we spent a couple of very 
busy days in Philadelphia. The street railway system of 
Philadelphia is very extensive, und proposals are being made 
for further extensions, both underground and elevated, 
which are to cost many millions of pounds sterling. The 
street railways are all owned and operated by one company, 


but the city has organized a special department to deal 


with the whole question of city transit. This department is 
under the charge of an experienced street railway man, 
A. Merritt Taylor, who has prepared a very complete and 
interesting report on the proposed extensions. The cars in 
Philadelphia have the entrance and exit at the motorman’s 
end. It is thought that there is less liability to accident 
when the passengers both board and leave the car under the 
eye of the motorman, and, of course, passengers are not 
so apt to pass behind the car in front of a car coming in 
the opposite direction as when they alight at the rear end. 
The education of those in charge of vehicles on the streets 
of Glasgow is very deficient when we consider what has 
been done in this connection in many American cities. 


“The last few days of our tour were spent at Atlantic. 


City on the Atlantic seaboard. During the week ended 
Cct. 18 the annual convention of the American Electric Rail- 
way Association was held at Atlantic City, and hundreds 
of tramwaymen had traveled thousands of miles to attend 
this convention. We had the feeling, in attending these 
meetings, that rather too many subjects were dealt with, 
and that sufficient time could not be given to general dis- 
cussion. One important feature of this convention is the 
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exhibition of tramway appliances. We were very much 
surprised to see such a large exhibition, and, although it 
was entirely confined to tramway plant, the floorage occu- 
pied might be as large as the machinery hall of one of our 
international exhibitions. The exhibits also were most taste- 
fully arranged, and there was ample opportunity for a 
thorough inspection. 

“One very striking difference between New York and the 
other American cities and Glasgow is the number of pas- 
sengers carried per car mile. In America the cars carry 
from five to six passengers per car mile. This figure repre- 
sents what are called ‘revenue passengers.’ If transfers 
were included, the average would be somewhat higher. In 
Glasgow we are now carrying over fourteen passengers per 
car mile. We were amazed at the vast sums which have 


‘been expended on the transit systems of New York; but 


when we were informed that in the four chief cities, viz., 
New York, Chicago, Philadelphia and Boston, the capital 
expended for this purpose amounted to about £100,000,000, 
and that arrangements have been made for the expenditure 
of another £100,000,000, making £200,000,000, we thought 
it was time to say ‘Good-by!’ 

“The above notes do not deal in any way with the main 
object of our visit to America. In no city did we see 
congestion of car traffic such as can be seen in Glasgow any 
day at the corner of Argyle Street and Jamaica Street. The 
city authorities of the United States would not submit to 
this state of affairs for a week without setting about to 
find a remedy. The citizens of the United States seem to 
have a better appreciation of the value of time than we 
In many cities it seemed to us as if there was a 


are surface lines crossing the Chicago River, also elevated 
lines and underground lines, and Chicago is a very busy 
port. The tramway traffic, like that of Glasgow, converges 
on the center of the city, and ample provision is made for 
getting across the river, and although there are twice as 
many cars as we have in Glasgow, there is no such con- 
gestion and loss of time as we have here. 

“Many of the cities of the United States are groping for 
the best type of car for dense city traffic, and many changes 
have been made within recent years. We think, however, 
that the consensus of opinion now is that our light single- 
truck car, carrying about sixty passengers, answers the 
purpose best of all. Of course our type of car with the top 
deck has its drawbacks. It cannot be turned about and 
altered like a long single-deck bogie car such as is in gen- 
eral use in America. We cannot, for instance, make it 
adaptable so readily for the ‘pay-as-you-enter’ system. We 
went very fully into the question of fares, and we are satis- 
fied that we are on the right lines, and every tramwayman 
ir the States is now also satisfied that the graded or zone 
system of fares is the correct system.” 


Additional Rapid Transit Construction Contract in New York 


The Public Service Commission for the First District of 
New York has awarded the contract for the reconstruction 
of the Steinway tunnel to the Rapid Transit Subway Con- 
struction Company, the lowest bidder, for $383,910. This 


tunnel connects the boroughs of Manhattan and Queens,, 


and is already completed as a two-track line from a point 
between Lexington and Third Avenues, Manhattan, under 
Forty-second Street and the East River to Jackson and 
Van Alst Avenues, Long Island City. It was built, however, 
for trolley car operation, and as it is to be made a part of 
the dual system of rapid transit and operated in connection 
with the existing subway, certain reconstruction is neces- 
sary. The station in Manhattan will be on the south side of 
Forty-second Street between Lexington and Third Avenues, 
and access to the tunnel will be by an escalator. The con- 
tractor will have nine months in which to complete the 
work. Eventually this tunnel will be connected with the 
existing subway by an extension westward to Times Square, 
and with the new rapid transit lines in Queens by an exten- 
sion from its present terminus to the Queensboro Bridge 
Plaza. Work on the Queens extension is already under 
contract. 

Bids for construction of Section No. 6-A of Routes Nos. 
4 and 38, the Seventh Avenue subway in Manhattan, will be 
opened by the Public Service Commission on March 12. This 
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section is the junction of the new Seventh Avenue subway 
with the existing subway near Times Square, and covers 
that portion of the new line from a point 100 ft. south of 
Forty-third Street to a connection with the existing line 
north of Times Square. 

The New York Municipal Railway Corporation has been 
authorized by the Public Service Commission for the First 
District to award the contract for the construction of Sec- 
tion No. 2 of the Lutheran Cemetery line, in Brooklyn, to 
F, W. Burnham, the lowest bidder, for $143,225. The 
Lutheran Cemetery extension will be an elevated railroad 
between Wyckoff Avenue, Ridgewood, and Lutheran Ceme- 
tery. 


Philadelphia’s Borrowing Capacity.—The annual report of 
the City Comptroller of Philadelphia, Pa., submitted to City 
Councils on Feb. 19, 1914, shows that based on’ the assessed 
value of personal property the borrowing capacity of the 
city for transit facilities and other permanent improvements 
for this year is $40,007,767. This is in addition to a total 
borrowing capacity of $13,112,151 on assessed realty values 
which is available for general purposes. Loans authorized 
and unissued total $13,150,000. The net funded debt is 
$92,336,707. ~ 

Chamber of Commerce Committee to Consider Proposed 
Legislation —An immediate result of the second annual 
meeting of the Chamber of Commerce of the United States 
was a resolution instructing the president of the chamber 
to appoint a special committee of not less than seven mem- 
bers to consider all proposed anti-trust legislation, and to 
make preparations for taking immediately a nation-wide 
referendum through the commercial organizations of the 
United States. The chairman of this committee is R. G. 
Rhett, Charleston, S. C. 


Change in Motive Power in New York City.—Permission 
to change the motive power from horses to the underground 
conduit system has been granted by the Public Service 
Commission for the First District of New York to the Dry 
Dock, East Broadway & Battery Railroad for that part of 
its road lying in Canal Street east of the Bowery. Per- 
mission to make such change was granted by the former 
Board of Railroad Commissioners, and in December, 1913, 
the company, through Frederick W. Whitridge, its receiver, 
petitioned the Public Service Commission for consent to 
make the change. Property owners representing more than 
half the value of the property along the road have con- 
sented to the change. 


New York Subway Equipment Contract Approved.—The 
Public Service Commission of the First District of New 
York has approved the contracts entered into by the Brook- 
lyn Rapid Transit Company with the American Car & Foun- 
dry Company, the General Electric Company, the Westing- 
house Electric & Manufacturing Company and the West- 
inghouse Traction Brake Company to construct 100 new sub- 
way cars, each concern providing a certain part of the 
equipment. Each car body will cost $6,119, each motor 
equipment $1,100, each control apparatus $975, each set of 
brakes $911, and each truck $450, making a total for each 
car of $9,555. The cars will be 67 ft. long and 10 ft. wide. 
The cars in the present subway are 51 ft. 5 in. long and 8 
ft. 8% in. wide. The American Car & Foundry Company 
will make the car bodies and trucks; the General Electric 
Company will supply the motors, and the Westinghouse com- 
panies the control apparatus and air-brake equipment. De- 
liveries of the different parts are to begin in August, 1914, 
and to be completed by Dec. 1, 1914. 


Westinghouse Electric Veterans Organize.—On the even- 
ing of Feb. 21 the employees of the Westinghouse Electric 
& Manufacturing Company who have been in its employ for 
a period of twenty years or-more organized the Veteran 
Employees’ Association of the Westinghouse Electric & 
Manufacturing Company. About 325 employees of the 
company are eligible to membership, and approximately 
315 were present at the first meeting. The speakers were 
E. M. Herr, president; Charles A. Terry, vice-president, 
and James J. Barrett, representing the shop. Mr. Herr 
promised the support of the company to the organization and 
stated that the officials of the company were working on a 
pension plan for the employees, details of which will be 
announced later. Guy E. Tripp, chairman of the board 
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of directors, was present and was elected an honorary mem- 
ber of the association, as was also Mr. Herr. Neither of 
these gentlemen has been connected with the company the 
required number of twenty years. A standing toast was 
drunk to George Westinghouse, who was unable to be 
present on account of illness. 

Montpelier Strike to Be Arbitrated.—An agreement to 
arbitrate the question in dispute has been reached between 
the officers of the Barre & Montpelier Traction & Power 
Company, Montpelier, Vt., and its motormen and conductors, 
and the men returned to work on Feb. 18. The total mem- 
bership of the local division at Montpelier is reported to be 
twenty-seven. Only eighteen of this number are actually 
in the employ of the company, but all of the union men 
connected with the company went out when the strike was 
voted. The strike lasted about two weeks. During that 
time there was no serious trouble of any sort and no par- 
ticular difficulty was experienced in maintaining the service, 
although traffic was light. The company offered to advance 
wages about 1 cent an hour and grant the men’s request 
for a reduction in working time. The men asked for $2 
a day for the first year, $2.25 for the second year and $2.50 
& day thereafter. The old rate was 1614 cents to 22 cents 
an hour, and the rate offered the men was 18 cents an hour 
for men employed six months, 20 cents an hour the second 
six months, 21 cents an hour the third six months, 21% 
cents an hour the fourth six months, 22 cents an hour the 
fifth six months, 22% cents the sixth six months and 23 
cents an hour thereafter. 

Lectures on Public Utilities —The West Side Young 
Men’s Christian Association of New York has announced a 
series of lectures on public utilities beginning on March 2 
and ending on May 4. Among the speakers already an- 
nounced are Frank A. Vanderlip, Governor Cox of Ohio, 
Arthur Williams, Harry Butler, Francis T. Homer, Howard 
Elliott and Samuel Insull. Among the representative 
bankers, engineers, manufacturers, etc., who have consented 
to act as a committee to co-operate with the finance forum 
of the association in outlining the subjects and selecting the 
speakers are A. H. Bickmore, of A. H. Bickmore & Company; 
A. W. Burchard, of the General Electric Company; Henry P. 
Davidson, of J. P. Morgan & Company; William B. Dins- 
more, of Hikleham & Dinsmore; H. L. Doherty, of H. L. 
Doherty & Company; Rodman E. Griscom, of Bertron, 
Griscom & Company; H. R. Hayes, of Stone & Webster; 
Allen G. Hoyt, of N. W. Halsey & Company; A. B. Leach, 
of A. B. Leach & Company; 8S. Z. Mitchell, of the Electric 
Bond & Share Company; Ray Morris, of White, Weld & 
Company; J. H. Pardee, of The J. G. White & Company 
Management Corporation; Seton Porter, of Sanderson & 
Porter; Calvert Townley, of the Westinghouse Electric & 
Manufacturing Company; M. A. Viele, of Viele, Blackwell 
& Buck; F. C. Walcott, of William P. Bonbright & Company, 
Inc.; John C. Weadock, of Hodenpyl, Hardy & Company; 
George C. White, of W. S. Barstow & Company, and R. E 
Wilsey, of H. M. Byllesby & Company. 


LEGISLATION AFFECTING ELECTRIC RAILWAYS 


MASSACHUSETTS 

The committee on street railways will hold hearings in 
western Massachusetts in the near future upon seven bills 
drafted to increase the electric railway facilities of the Berk- 
shire district. At a hearing in Boston on Feb. 26 City Solic- 
itor Anderson of Worcester favored a bill requiring street 
railways to lay granite or wooden block paving between 
their tracks in the highways, the enforcement of the pro- 
posed act to be in the hands of the street commissioner. 
Francis H. Dewey, president of the Worcester Consolidated 
Street Railway, opposed the measure. 


NEW YORK 

A bill has been introduced in the Assembly amending the 
Public Service Commissions law by providing that in first- 
class cities the Public Service Commission may compel the 
interchange of transfers between surface, elevated and sub- 
way lines at intersecting points, in cases where arrange- 
ments exist for the interchange of transfers at other inter- 
secting points between such lines and systems. 

The following bills have been introduced in the Senate: 
An act providing for the appropriation of $600,000 toward 


ELECTRIC RAILWAY JOURNAL 


” [Vou. XLIII, No. 9. 


the elimination of grade crossings within the jurisdictions 
of the Public Service Commissions for the First and Second 
Districts: an act to amend the highway law in relation to 
public street surface railroads in towns; an act to amend 
the Public Service Commission law in relation to the issue 
of stock by railways. 

The following bills have been introduced in the Assembly 
recently: an act to amend the Public Service Commission 
law in relation to free transportation or reduced rates; an 
act to amend the Public Service Commission law in relation 
to the interchange of transfers between certain railroads in 
cities of the first class; an act to amend the railroad law in 
relation to the operation of trains or cars in cities of the 
first class; an act to amend the railroad law in relation to 
the protection of grade crossings; an act to amend the rail- 
road law in relation to the protection of passengers in New 
York City. The two new sections of the last act follow: 

“Section 197-a. Protection of passengers in New York 
city. Every corporation owning or operating a _ street 
surface railroad in the city of New York which shall permit 
more than ten passengers to stand within any car and three 
passengers to stand on the rear platform of any car operated 
by such corporation after the seats provided for passengers 
in such car are filled shall place a conductor on the rear 
platform of such car and a collector of fares on the inside 


‘thereof and prominently display on the front end of such 


car, at all times when more than ten persons are standing 
in such car and more than three are standing on the plat- 
form, a sign bearing the words ‘Standing Room Only’ in 
black letters on a red background, which letters shall be 
large enough to be easily read at a distance of 100 ft. and 
which shall be so illuminated at night that it may be plainly 
read. 

“Tt shall be the duty of such conductor and collector to 
call out the names of all streets and transfer points in time 
to allow passengers to signal such car to stop at the desired 
destination. 

“Every such corporation violating any of the provisions 
of this section shall suffer a penalty of $50 for each offense, 
to be sued for and recovered by the city of New York, in 
any court of competent jurisdiction, upon the complaint of 
any citizen of or resident in such city. 

“Sec. 197-b. Idem. No corporation owning or operating 
any elevated or sub-surface railroad in the city of New York 
shall suffer or permit more than fifteen persons to enter, 
or stand in, any car of any train operated by it after the 
seats provided for passengers in such car are filled with 
passengers. Every corporation violating the provisions of 
this section shall suffer a penalty of $50 for each: offense, 
to be sued for and recovered as provided in Section 197-a 
of this chapter.” 


PROGRAM OF ASSOCIATION MEETING 


American Railway Engineering Association, 


The fifteenth annual convention of the American Railway 
Engineering Association will be held at the Congress Hotel, 
Chicago, March 17 to 20, 1914. The meetings will be held in 
,the Florentine room of the Congress Hotel, beginning at 
“9.30 a. m. and 2 p. m. each day. 

On March 17 the address of the president will be delivered 
and the report of the secretary, report of the treasurer and 
the reports of standing and special committees will be pre- 
sented. 

On March 18 the reports of standing and special com- 
mittees will be presented and the announcement made of the 
result of the ballot for officers for 1914. The annual dinner 
will be held in the gold room of the Congress Hotel at 
fy fab ginal 

On March 19 the reports of standing and special com- 
mittees will be presented and officers will be installed. 

On March 20 delegates will be free to visit the exhibit — 
of the National Railway Appliance Association in the 
Coliseum and the armory. 

Members are privileged to invite friends to the meetings 
of the association, and it is suggested that these invitations 
be extended by members direct, either verbally or by letter. 
Members are requested to register on arrival in Room 1166 
of the Congress Hotel and receive a badge, program and 


other convention literature. 
. ff 
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Financial and Corporate 


Stock and Money Markets 


Feb. 25, 1914. 

A selling movement on the New York Stock Exchange to- 
day brought sharp declines in a large number of issues. 
Selling from abroad contributed to this, but the decline was 
aided by local trading pressure due to the Mexican situation. 
Non-dividend issues, including the Interborough-Metropoli- 
tan preferred, were the weakest features. Rates in the 
money market to-day were: Call, 2 per cent; sixty days, 2% 
@ 3 per cent; four months, 3 @ 3% per cent; six months, 
3% @ 3% per cent. 

The Philadelphia market showed weakness to-day. Local 
traction sales were limited, Philadelphia Rapid Transit cer- 
tificates figuring in small amounts in the trading. 

On the Chicago Exchange an easier tendency prevailed. 
Bonds were steady. 

Pressure was exerted on the Boston market to-day and 
sharp declines resulted, these being particularly noticeable 
in the mining issues. 

Dealings in Baltimore were on a larger scale to-day, sales 
totaling 2142 shares of stock and $52,500 of bonds, par 
value. 

Quotations of traction and manufacturing securities as 
compared with last week follow: 


: , Feb. 18 Feb. 25 
American Brake Shoe & Foundry (com.).... 96% 97 
American Brake Shoe & Foundry (pref.).... 144 144 
mimerican ‘Cities, Company (com.)....+..e6s0. 36 36 
Amencan Cities:Company (pref.)......s2. oes 61% 61% 
American Light & Traction Company (com.).. 353 352 
American Light & Traction Company (pref.) 106 106 
mumerican dailways COMpany..s...«s0.ees0 8 8914 39 
Aurora, Elgin & Chicago Railroad (com.).... 39 *3914 
Aurora, Elgin & Chicago Railroad (pref.).... 79 80% 
OStON Mole veced) RAUWAY soi seco bbe eae shea nue 82% 82 
Boston Suburban Electric Companies (com.).. df 7 
Boston Suburban Hlectric Companies (pref.).. 60 60 
Boston & Worcester Electric Companies (com). *614 *6u4 
Boston & Worcester Hlectric Companies (pref.) 40 39 
Brooklyn Rapid Transit Company........... 923% 92 
Capital Traction Company, Washington...... 109 109 

PMC AP ON OLiy: FRA WAY. (6 ois sock vie sada ales oisiw ane alle 170 170 
Chicago Hlevated Railways (com.)........... 20 20 
Chicago Elevated Railways (pref.)........... 65 65 
@hicazo. Railways, ptcptg.,.ctf. Leos .svseese 92 93 
Chicago Railways, ptcptg., ctf. 2............ 33% 3234 
WhicArOmmheallways, ptcpte., ctf. 3s... bse nes oe 7% 7 
WhicasouRailways, ptepte.,. ctf. 4... 60 beeen 2% 3 
Camecinnatvestreet, RAMWAY . 5. s,6e estes ¥ slesereleie 107 110 
RBIS MO LAMM SECILWAY! sc c.< 5 <)5 so v v's a oe segiameuneses ways 105 105 
Cleveland, Southwestern & Columbus Ry. (com.) *5 *5 
Cleveland, Southwestern & Columbus Ry. (pref.) *26 #26 
Columbus Railway & Light Company......... ales 13 
Columbus Railway (com.)..0......056 ents 7, eee ta) 53 
Columbus Railway (pref:)........ .. a90 80% 
Denver & Northwestern Railway . ere aal Ta 
Detroit United Railway........... Heketnavereinarad lle ag5 
General Mlectric Company sc... s./s\t eset ww ave 148% 148 
Georgia Railway & Electric Company (com.) 118% 120 
Georgia Railway & Electric Company (pref.). 85% 85% 
Interborough-Metropolitan Company (com.)... 15% 14% 
Interborough-Metropolitan Company (pref.).. 61 59% 
International Traction Company (com.)...... *30 *30 
International Traction Company (pref.)...... *85 *85 
Kansas City Railway & Light Company (com.) 19% *19% 
Kansas City Railway & Light Company (pref.) 35 *35 
Lake“Shore Electric Railway (com.)........ 5 *5 
Lake iShore Electric Railway (1st pref.).... 82 *82 
Lake Shore Electric Railway (2d pref.)...... 20 *20 
Veal thet ey LUST ECDL VU ALY fualesjs <)s\lelniie otja 619 e101 ole ahevetenevaie ce 130 131% 
Massachusetts Electric Companies (com.)..... 11% it: 
Massachusetts Electric Companies (pref.).... 62 *61% 
Milwaukee Electric Ry. & Light Co. (pref.)... 95 *95 
Norfolk Railway & Light Company.......... 24% 24% 
INoOruneAMmMentcan (COMPATLY™ . . .\. ils oasis clare lereye 71% 70 
Northern Ohio Traction & Light Co. (com.).. 70 ‘ 60 
Northern Ohio Traction & Light Co. (pref.).. 101 98% 
Philadelphia Company, Pittsburgh (com.).... 44% 43 
Philadelphia Companv, Pittsburgh (pref.).... 43 43 
Philadelphia Rapid Transit Company........ 18% 18% 
Portland Railway, Light & Power Company.. 53 #53 
Pubic wWervice Corporation. « i. oii. sels cits sie ngs 112 112 
Third Avenue Railway, New York........... 43% 4214, 
Toledo Traction, Light & Power Co. (com.).. 20 20 
Toledo Traction, Light & Power Co. (pref.)... 80 80 
Twin City Rapid Transit Co., Min’apolis (com.) 105% 106 
Union Traction Company of Indiana (com.).. 11% *11% 
Union Traction Company of Indiana (1st pref.) 80 *80 
Union Traction Company of Indiana (2dpref.) 14 *14 
United Rys. & Electric Company (Baltimore). 25% 25 3% 
United Rys. Inv. Company (com.).......... 221% 211% 
United Rvs. Inv. Company (pref.)........... 46 45 
Virginia Railway & Power Company (com.).. 53 53 
Virginia Railway & Power Company (pref.).. 95 95 
Washington Ry. & Hlectric Company (com.).. 87% 87 
Washington Ry. & Electric Company (pref.).. 87% 87 
West End Street Railway, Boston (com.).... 72 71 
West End Street Railway, Boston (pref.).... 92 92 
Westinghouse Elec. & Mfg. Company.......-. 70% 70 
Westinghouse Elec. & Mfg. Co. (1st pref.).... 116 116 


*Last sale. a Asked. 
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ANNUAL REPORT 
Cleveland Railway 


The statement of income, profit and loss of the Cleve- 
land (Ohio) Railway for the fiscal year ended Dec. 31, 


1913, as based on the actual disbursements, and on 
ordinance allowances, follows: 
Ordinance 
; Actual Allowances 
Operating revenue: 
Revenue from transportation............ $7,093,836 
Revenue from operation other than trans- 
DOLCAUOIM, Wrote aus) cites by corde bah wie Rvaheeens 55,953 
Total operating revenue ...........04.. $7,149,789 $7,149,789 
Operating expenses: 
Maintenance of way and structures...... $983,991 
Maintenance of equipment .............. 791,381 
PINE UULEG BY eee caciss lenene washer ehace wend es\ 0 Sone PRE Reade eee ote 739 
Conducting’ transportation = 2. csi. eee. oeke 3,024,148 
Generalvand “miscellaneous. 2. teen es eee 679,398 
Total operating expenses.............. $5,479,657 $5,187,699 
Net earnings from operation.............% $1,670,132 $1,962,090 
IMIsGella neous MGOMLE ~.)y, .\c. <<) ei oseuscarcl al sce 40, - 
Gross less:s disbursements). .\..25:c< sstaces sue $1,711,109 $2,003,067 
BIBER ROR SWPP. onsata) si anys, che ie elal"eial epee sche ahete Te Yoana Som 435,520 435,520 
UNG Teme C OMI Gay a auengel sotere idee Goalie vole lp co wralern puerenabotene $1,275,589 $1,567,447 
EW TOSS OF Pas tied cots anos aif ar Aake) Ache bcaa a Sten 1,574,008 1,574,008 
LOT IMO ae gece SAM es ROL UCLA Mea REA ARE Pe RaERT Me Ba ue $298,419 $6,461 
Plus reduction value of obsolete equipment 788,667 
GUA MO CLICILMY Aitaeesyoyoleier st satho cle. eree sre sree a $1,087,086 


The report shows that the maintenance expenses for the 
year were $1,775,373, to which was added $68,425 for the 
value of discarded cars and $720,241 for the value of dis- 
carded power equipment, giving maintenance, renewal and 
depreciation charges for the year of $2,564,039. The al- 
lowances in the maintenance and operating reserves was 
$5,187,699, the expense $5,479,657, giving a deficit of $291,- 
958. When to this figure was added the above value for 
obsolete cars and power equipment, the net deficit in the 
reserves for the year was found to be $1,080,624. 

The total passenger car miles run in 1913 were 30,057,- 
105; the revenue mileage was 30,295,785. Register fares 
were 220,511,190 in 1913 as compared to 203,349,655 in 
1912; transfers, 87,596,428 in 1913 and 80,169,027 in 1912, 
and employees’ transportation, 888,297 in 1913 and 777,187 
in 1912. The ratio of transfers to register fares and em- 
ployees’ passes increased from 39.27 per cent in 1912 to 
39.56 per cent in 1913. 

The following increases took place during 1913 as com- 
pared with 1912: Passenger revenue, 7.97 per cent; gross 
income, 7.65 per cent; maintenance allowance, 4.22 per 
cent; maintenance expenses, 27.96 per cent; operating 
allowance, 10.18 per cent; operating expenses, 4.40 per cent; 
taxes, 18.80 per cent; interest, 11.12 per cent, and pas- 
senger car miles, 4.13 per cent. 

The following comparative table shows the cost and in- 
come of the company per car mile in cents for the past three 


years: 


{ 

19tt ee LOLI LOLS 

Maintenance: OXPECNSES wise, 5 a \ceas 6 Gs dreue meee 5.36 4.77 5.86 
OVSPAM ME CXPOSSS! Waraiabaue leks te leishs cteker snelevene nate i 12.07 ~ $2.49", 12.238 
INPRO Se ethan eipicar a. eyek soda ansdeie Oke tele tats atalensant sh oistouh wise 1.32 1.26 1.44 
Interest on funded and floating debt........ 1.90. 1.76 1.07 
interest son ‘capital Stock fc tea% sslesa wits ats lene ale 3:22 Stelle 4.12 


Motil Cost TOL OP CLrAatlOoly sis). qerciate ors lee tices 23.88 23.09 24.72 
GrOsstANGOIMS> sam ss « Rbatnvaleieee cote o/s YEN Ienebelaiaet, 6 22.87 22.95 23.73 
PCT CLE Were Men Hate ete ke hahaa hadnietsy orale ye 8 aitcde), ene eiatt 1.01 14 99 
Obsolete cars. and equipment................ ae 2:61 


Total deficit 3.60 


The condition of the interest fund of the company is 
shown by the following report: 


VEIT LOD OSL E ac cys ane he eta clohaolela) oes, ecetpuiev ohn algiiarad siatinies a) $500,000 
Geass income March 1, 1910, to Dec. 31, 1913......... 25,512,902 


Ve a 2 upline ats Se ORE GNA) Dyk Mie Ne Aaa 4 in $26,012,902 


Total 
Deductions: 
CAM Tioe TIES Rabie cts AES ade cee ex" tora ialigh s Cole! eater Oolans cae cx vate! 9 $18,605,919 
Sarr cee ee tee ti cine hiss fi sa peteKD eS oot eee ARUN ead oe »483,577 
RRL CMI er atecr Maat: Myctea ficial ties vel curnaner en's gl voeays: OMe iene 5,559,743 
$25,649,239 
ner TG ae arb ewan a och fale ahah ie Mate da: wile oe a bid Ie, 6 Me ie $363,663 


This balance is $136,337 less than the amount placed 


494 ELECTRIC RAILWAY JOURNAL 


in the fund originally under the provisions of the Tayler 
ordinance, and is accounted for as follows: 


1910, Profit (earnings in excess of allowances, taxes and 


INPOMESE ATG. ccc, 4, ave.c kyo anes te tee ala earthen $75,994 

1912, Profit (earnings in excess of allowances, taxes and 
INTELORE) Ore sia' ls 6 vac where euecc ne ee miedenel a Re ates alee 110,418 
"POUT! © See iors Sa Sag tang viel ol. teeny eye ene ocemdsclal abere ene tevaltie emcee $186,412 

1911, Loss (allowances, taxes and interest in excess of 
CAPUINE SIs myete sys 208 aan ety aid faveuat retin Sharens iepoeree $202,129 

1918, Loss (allowances, taxes and interest in excess of 
CANINES) Aes GAD vin he elelWe ne Sree eee erento sce taaine 6,462 
Arbitration expenses in excess of $5,000......... 14,562 

Payments on account of award of abritrators to 
apply*on F910, A911 and) 19u2s deficits: ..)..se are 99,596 
TOTED ee cp dia’ od Si eGs ales AMS as os tare Tee wile, Abeta Newer etars tegobated tices $322,749 
INCE-“LOSS 7% coed would ese w oa eee One Cotas lene eas Ss ek catalan $136,337 


John J. Stanley, president of the company, says in part: 

“During 1913 three arbitrators—C. N. Duffy, vice-presi- 
dent of The Milwaukee Electric Railway & Light Com- 
pany; A. B. du Pont, of Cleveland, and United States District 
Judge John M. Killits, of Toledo—made an award increas- 
ing the operating-expense allowance from 11% cents, the 
rate in 1912, to 12.1 cents, effective from March 1, 1913, 
and directed that the overdrafts of the operating and 
maintenance reserves at March 1, 1913, be made good from 
the company’s interest fund by March 1, 1914. The over- 
draft in the operating reserve, which amounted to $259,592 
March 1, 1913, has been made good from the interest fund, 
and the city street railroad commissioner, acting under au- 
thority given by the City Council, has permitted the com- 
pany to reduce the maintenance overdraft by $106,152. The 
remainder, which is to be made good from the interest 
fund by March 1, 1914, amounts to $217,444. By order 
of the board of arbitrators, the interest fund was increased 
in the year by $216,003, which had been set up as accident 
and insurance reserves. 

“The operating-expense allowance, therefore, for the year 
was 11.5 cents per car-mile in January and February, plus 
the deficits of those months, allowed by the arbitrators, 
and 12.1 cents during the other ten months, an average 
of 12.17 cents. Per car-mile the expenses were 12.23 
cents, giving a deficit of 0.06 cent. 

“The maintenance, renewal and depreciation reserve, in 
which there was a deficit of over-expenditure on Jan. 1, 
1918, of $292,815, and on March 1 of $323,597, was over- 
drawn at the end of the year to the amount of $1,080,624. 
Of this $1,080,624, $788,666 is the reproduction value of 
worn-out or obsolete cars and power-plant machinery. 
There has been considerable discussion in the newspapers 
and elsewhere as to this obsolete property, but there can 
be no question as to the right and duty of the company, 
the property having become useless and having lost its 
value, to take it off the books. The reproduction value of 
the abandoned property, disregarding its probable value 
as scrap, is equal to 2.61 cents per car-mile on the car- 
miles of 1918. Assuming that the present allowance of 
substantially 5 cents per car-mile will be sufficient to take 
care of ordinary repairs, renewals and depreciation, an in- 
crease of the allowance to 7 cents per car-mile would pro- 
vide for the overdraft due to the discarding of this property 
in about fifteen months. The present allowance has never 
been large enough to provide for ordinary maintenance 
expenses, the cost of necessary renewals, and depreciation. 
While millions of dollars have been spent in the last four 
years for repairs and replacements the value added by the 
betterments has not been sufficient to offset the depreciation. 

“The expense on account of accidents amounted to 
$308,635, an increase over the amount charged to ex- 
pense and set aside for an accident reserve in 1912 of 
$75,761, and over the actual expenditures of 1912 of 
$114,174. The increase is attributed to changes in state 
laws and to several other causes. 

“After a careful study of the workmen’s compensation 
law of Ohio, the officers elected to pay the State 5 per cent 
of the amount of the premium fixed by the Industrial 
Commission and let the claim department of the company 
make all adjustments with employees in accordance with 
the provisions of the law. 

“Numerous franchises were granted in the year by the 
Cleveland Council for the construction of extensions and 
the Council also passed an ordinance granting to the com- 
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pany the right to haul freight in interurban cars at night. 
This was approved at the referendum election. 

“The cross-town line in Harvard and Denison Avenues 
has been completed, and is in operation, and the tracks 
on West Sixty-fifth Street from Clark Avenue to Detroit 
Avenue are operated as a cross-town line. Both lines are 
unprofitable. 

“There were 15.4658 miles of additional track laid in the 
year, and 1.366 miles of old track were abandoned. About 
14 miles of track were renewed in the year. 

“The company within the year purchased a large tract 
of land in Harvard Avenue, for a terminal for its new 
cross-town line in Denison and Harvard Avenues and its 
East Fifty-fifth Street line. The company’s general shops 
will also be located here. The tract contains 62% acres, 
about 25 of which will probably be sold. The company 
also purchased a strip of land about 2400 ft. in length, 
extending from Linwood Avenue near Addison Road north- 
erly to Superior Avenue, at a cost of about $140,000, to be 
used as a right-of-way for a new cross-town line in that 
part of the city. Additional land on West Sixty-fifth 
Street, near the L. S. & M. S. R. R., was also purchased. 

“It is estimated that improvements will be made in 1914 
costing $1,837,500. The Lake View shops and the Superior- 
Avenue, East Fifty-fifth Street and St. Clair Avenue car- 
houses will be abandoned within the coming year, and will 
probably be offered for sale or lease.” 


Third Avenue Bonds Offered Directly to Public 


F. W. Whitridge, president Third Avenue Railway, New 
York, announced on Feb. 24 a plan of financing which is a 
radical departure from old methods of corporation financing. 
Instead of dealing with a fiscal agent who in turn would dis- 
pose of the securities to the public at a commission, Mr. 
Whitridge proposes to sell $4,000,000 of first refunding 
mortgage 4 per cent bonds of the sompany direct to the 
public. 

Sealed bids will be received for any or all of the issue at 
the office of the company at 130th Street and Third Avenue 
on March 10. Accrued interest will be added and the com- 
pany will reserve the right to reject any or all proposals. 
Stockholders of record of March 6 are to have preference. 

Concerning the plan Mr. Whitridge says: 

“There has lately been a great deal of criticism of bank- 
ers’ commissions in the matter of corporate financing, and 
especially of financing by bankers who have any interest in 
the corporation seeking funds. The credit of the Third Ave- 
nue Railway is good, and I am sure that this plan will be 
sucessful. Of late the country has gone crazy over the mat- 
ter of corporate financing, and I believe that the selling of 
securities direct to investors without letting them first pass 
through the hands of the company’s fiscal agent was one of 
the reforms advocated.” 

The proceeds of the sale will be used to pay two notes 
amounting to $2,939,787, representing the remainder of the 
purchase price of the securities of the New York City Inter- 
borough Railway and the Belt Line Railway Corporation, and 
for other corporate purposes. On the payment of these 
notes $1,750,000 of first mortgage 5 per cent gold bonds and 
$734,000 of stock of the Belt Line Railway Corporation and 
$1,702,000 of bonds and $4,221,000 of stock of the New York 
City Interborough Railway will pass under the lien of the 
first refunding mortgage of the Third Avenue Railway. 

The bonds offered are part of an authorized issue of $40,- 
000,000, of which $15,790,000 are outstanding. Of the pur- 
chase price 25 per cent will be payable at the Central Trust 
Company on acceptance of any proposal, and the remainder 
on call at five days’ notice when the bonds are ready for de- 
livery. Payment may be made in full when the allotment is 
made. 


American Railways, Philadelphia, Pa.—It is stated that 
the directors of the American Railways are considering an 
offer for the company’s holdings of $1.244,000 of the 5 per 
cent bonds of the Springfield (Ohio) Railway due in 1935, 
representing the advances madé by the American Rail- 
ways for the betterment of the property at Springfield. 

Ashtabula (Ohio) Rapid Transit Company.—The Ashta- 
bula Rapid Transit Company has been authorized by the 
Public Utilities Commission of Ohio to issue $40,000 of 

: | 
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bonds, from the proceeds of which it will relay 2 miles of 
track in the village and replace the pavement torn up in 
carrying out the work. Commissioner E. W. Doty dissented 
from the conclusion reached by the other members of the 
commission in the case. He contended that the company 
was piling up capital stock beyond the proportions neces- 
sary for a property of the kind. The Village Council had 
by ordinance ordered the company to make the improve- 
ments, and the other members held that the commission 
could not avoid allowing the company to secure sufficient 
capital for the work. They ruled that the company could 
not be penalized for possible mistakes of the past. 

Birmingham Railway, Light & Power Company, Birming- 
ham, Ala.—J. S. Pevear, William von Phul, H. W. Coffin, 
J. P. Ross and Hugh McCloskey have been elected directors 
of the Birmingham Railway, Light & Power Company to 
succeed M. S. Sloan, W. H. Kettig, William Mason Smith, 
George H. Davis and S. H. Marsh. 

Bosten' (Mass.) Elevated Railway.—The Boston Elevated 
Railway has sold $2,000,000 of 5 per cent thirty-year refund- 
ing bonds to Estabrook & Company, R. L. Day & Company, 
Blodget & Company, N. W. Harris & Company and Merrill 
Oldham & Company. 

Bristol & Plainville Tramway, Bristol, Conn.—The special 
committee of the City Council of Bristol appointed some 


time ago to inquire into the purchase of a controlling inter-: 


est in the Bristol & Plainville Tramway by Richter & Com- 
pany, Hartford, Conn., noted in the ELECTRIC RAILWAY 
JOURNAL of Dec. 6, 1913, has reported to the Council. The 
committee was refused access to the corporate books of the 
company, and a member of the committee in the capacity of 
stockholder examined the list of stockholders as of Jan. 25. 
At the time of the transfer of the controlling interest to 
Richter & Company there were about fifty stockholders. 
When the books were examined on Jan. 25 it appeared that 
the number was being constantly increased through sales of 
shares in small lots. The committee says that “Bristol at 
the present time has nothing like a fair share of the mem- 
bership of the board of directors.” In its conclusion the 
committee suggests that “the charter of the company be 
so amended by the next Legislature as to provide that the 
Mayor of Bristol shall be ex officio a director of the Bristol 
& Plainville Tramway.” ‘ 

Charleston Consolidated Railway, Gas & Electric Com- 
pany, Charleston, S. C.—The stockholders of the Charles- 
ton Consolidated Railway, Gas & Electric Company will 
vote on March 18, 1914, on the question of increasing the 
eommon stock of the company from $2,500,000 to $3,000,- 
000, the proceeds to be used to pay for additions and bet- 
terments as made from year to year. The company now 
has outstanding $500,000 of preferred stock. 


Chicago (Ill.) Elevated Railways.—At the annual meet- 
ings of the stockholders of the Northwestern, the Metropoli- 
tan and the South Side Elevated lines, Feb. 24, 1914, the 
retiring directors were re-elected with the exception of 
Mason B. Starring, of the Northwestern Elevated Railroad, 
who is succeeded by W. A. Fox. 

Chippewa Valley Railway, Light & Power Company, Eau 
Claire, Wis.—The American Public Utilities Company, 
Grand Rapids, Mich., has arranged to take over all the 
electric railway properties of the Chippewa Valley Rail- 
way, Light & Power Company, which operates the street 
railway in Eau Claire and Chippewa Falls, together with 
the interurban line between these two cities, a distance of 
22% miles; the Chippewa Falls Water Works & Light 
Company; the Menominee Electric Light & Power Com- 
pany; the water power plant at Menominee, and rights 
along the Red Cedar and Chippewa Rivers, with a capacity 
developing approximately 100,000 hp, together with other 
public utilities in Menominee, Elmwood, Spring Valley and 
other small towns. ; 

El Paso (Tex.) Electric Company.—A special meeting of 
shareholders of the El] Paso Electric Company has been called 
for March 9, for the purpose of voting upon a proposal to 
increase the common stock by $1,000,000, so that authorized 
capital shall be $1,000.000 of preferred stock and $3,000,000 
of common stock. If this stock increase is authorized, 
$375,000 will be offered pro rata to the preferred and com- 
mon stockholders of record March 16 at par. Every eight 
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existing shares will be entitled to subscribe to one share of 
new common stock. The directors state that in order to 
meet the demands of a constantly increasing business it will 
be necessary to make various extensions and improvements 
to plant, including an extension to the power station, the in- 
stallation of additional generating equipment and the pur- 
chase of more rolling stock. 


Fort Wayne & Northern Indiana Traction Company, Fort 
Wayne, Ind.—The Fort Wayne & Northern Indiana Traction 
Company has been authorized by the Public Service Commis- 
sion of Indiana to issue $600,000 of 6 per cent collateral gold 
notes and $320,000 of general lien bonds. The notes are to 
be sold at not less than 90 per cent of their face value, and 
the bonds are to be disposed of at not less than 85 per cent 
of their face value. 


Goshen, South Bend & Chicago Railroad, South Bend, 
Ind.—Poe & Davies, Baltimore, Md., are offering for sub- 
scription at 99% and interest $100,000 of 6 per cent two- 
year first mortgage secured coupon notes of the Goshen, 
South Bend & Chicago Railroad, dated Nov. 1, 1913, and 
due Noy. 1, 1915, but redeemable at 102 and interest on 
sixty days’ notice. These notes are guaranteed as to both 
principal and interest by the Gary & Interurban Railroad, 
the Valparaiso & Northern Railway and the Gary & Inter- 
urban Railway. As noted in the ELEctRIc RAILWAY JOUR- 
NAL of Feb. 21, 1914, page 431, Edwin W. Poe, vice-presi- 
dent of the Baltimore Trust Company, and Philip L. Poe, 
of Poe & Davies, have been elected directors of the Gary & 
Interurban Railway. 


Grand Valley Railway, Brantford, Ont.—The prospects 
would seem to be improved for an amicable settlement of 
the differences between the city of Brantford and the Grand 
Valley Railway, which recently asked for an extension of 
time in which to meet its obligations to the city. It has 
been proposed now that the city of Brantford should pur- 
chase the railway. G. Watson intimated to the Second 
Appellate Division at Osgoode Hall, Toronto, on Feb. 16 that 
the city’s offer was the best that had been received, and that 
he would apply to Justice Middleton later for confirmation 
by the court of its acceptance. As the purchase proposal 
will have to be submitted to the ratepayers the court let the 
matter stand over for six weeks. 


Harper’s Ferry Electric Light & Power Company, 
Harper’s Ferry, W. Va.—A representative of the Harper’s 
Ferry Electric Light & Power Company is said to have 
offered $75 a share for the outstanding stock of the com- 
pany, which is authorized to construct an electric railway in 
Brunswick. The par value of the stock is $50 a share. 
The franchise has two years to run in Brunswick. About 
six months ago the Town Council granted the company a 
new franchise for twenty years. The plan is to build an 
electric railway from Winchester, Va., to Washington, D. C. 


Hudson & Manhattan Railroad, New York, N. Y.—The 
directors of the Hudson & Manhattan Railroad have de- 
clared an interest payment of $10 on each adjustment 
income bond of the company for the six months ended Dec. 
31, 1918, payable on April 1, 1914. The first payment of 
$8.34 for the five months ended June 30, 1913, was made on 
Oct. 1, 1918, being also at the rate of 2 per cent per annum. 


Interborough Rapid Transit Company, New York, N. Y.— 
Lee, Higginson & Company, Harris, Forbes & Company, Kis- 
sel, Kinnicutt & Company, William A. Read & Company and 
White, Weld & Company have underwritten $10,000,000 of 
first and refunding mortgage 5 per cent gold bonds of the 
Interborough Rapid Transit Company. This is the same 
syndicate which purchased the $30,000,000 bonds of the com- 
pany and offered them at 98% on Oct. 10. This brings the 
total amount of bonds sold to the public up to $40,000,000, 
although a considerable amount have been exchanged for 
old bonds of the company, so that the total now outstanding 
in the hands of the public is much larger than the figure 
mentioned. The bonds are dated Jan. 1, 1913, and are due 
Jan. 1, 1966. Several firms of brokers are offering a block of 
these bonds at 99 and accrued interest. 


Jacksonville (Fla.) Traction Company.—A special meeting 
of the stockholders of the Jacksonvile Traction Company has 
been called for Feb. 26, 1914, to act on the proposal to in- 
crease the capital stock of the company $1,000,000, of which 
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increase $500,000 will be preferred and $500,000 common. 
The enlarged capitalization will be $2,500,000, consisting of 
$1,000,000 of preferred stock and $1,500,000 of common stock. 
If the stockholders authorize the proposed increase, $200,000 
of the common stock will be offered pro rata to common 
stock holders of record Feb. 28 at $100 per share, in the ra- 
tio of one new share for every four old shares. 


Kansas City Railway & Light Company, Kansas City, Mo. 
—The committee representing the holders of the 6 per 
cent collateral gold notes of the Kansas City Railway & 
Light Company announces that it has arranged for the pay- 
ment on March 2, 1914, at the office of the New York Trust 
Company interest on the notes from Sept. 1, 1913, to March 
1, 1914, at the rate of 7 per cent per annum to holders 
of certificates of deposit representing the notes. 

Manhattan Bridge Three-Cent Line, New York, N. Y.— 
The Manhattan Bridge Three-Cent Line wishes to issue 
$260,000 capital stock to acquire property, to improve its 
facilities and to discharge lawful obligations. It has al- 
ready issued $190,000, and the application for permission 
to add to this will be heard by Milo Roy Maltbie, of the 
Public Service Commission for the First District of New 
York, on Feb. 27. 


New York (N. Y.) Railways.—The directors of the New 
York Railways have not taken any action on the declaration 
of interest on the adjustment income bonds for the second 
six months of 1913 because of a difference of opinion in the 
board as to the interpretation of the language of indenture 
covering the mortgage. It is stated that one member of the 
board, representing the bondholders, takes the position that 
the directors have no discretion in the amount that shall be 
paid on the income bonds, but that all unexpended reserves 
in addition to surplus earnings are applicable to interest 
payments up to 5 per cent for a given year. In other 
words, it is contended that the wording of the indenture 
is mandatory upon this point. 

Portland Railway, Light & Power Company, Portland, 
Ore.—At the annual meeting of the Portland Railway, Light 
& Power Company at Portland, Ore., on March 18, stock- 
holders will be asked to decide whether the bonds which are 
reserved to be issued from time to time under the first and 
refunding mortgage shall be convertible into capital stock, 
and if so, upon what terms. 


Quebec Railway, Light, Heat & Power Company, Ltd., 
Quebec. Que.—The Quebec Railway, Light, Heat & Power 
Company, Ltd., announce that interest on the $6,120,400 of 
consolidated mortgage 5 per cent bonds of the company 
which was due on Dec. 1, 1913, would be paid on Feb. 23. 


Rockford & Interurban Railway, Rockford, Il]l.—E. W. 
Clark & Company, Philadelphia, Pa.; Babcock, Rushton & 
Company, Chicago, Ill., and Curtis & Sanger, New York, 
N. Y., are offering the 6 per cent cumulative preferred 
stock of the Rockford & Interurban Railway at 95 and 
accrued dividends, netting the purchaser about 6.30 per cent 
on the investment. 


San Francisco-Oakland Terminal Railways, Oakland, Cal. 
—The San Francisco-Oakland Terminal Railways has ap- 
plied to the Railroad Commission of California for authority 
to issue $1,000,000 of bonds as additional security for the 
$2,500,000 of notes which have been extended by the hold- 
ers. Permission is also asked to issue $500,000 of collateral 
trust 7 per cent notes. The proceeds will be applied to the 
East Bay System. A special meeting of the stockholders of 
the company has been called for April 7 to vote on creating 
an issue of $35,000,000 bonds. A new series is planned, to be 
known as the “first and refunding thirty-five-year 5 per cent 
gold bonds.” 


Scranton & Binghamton Railroad, Scranton, Pa.—The 
Public Service Commission of the Second District of New 
York has entered an order authorizing the Scranton & Bing- 
hamton Railroad, a Pennsylvania corporation, to purchase, 
take and hold the outstanding capital stock of the Bingham- 
ton (N. Y.) Railway amounting at par to $978,995, and ap- 
proving the terms of sale of 90 per cent or more of said 
stock embraced in an agreement between the Scranton & 
Binghamton Railroad, G. Tracy Rogers and the First Na- 
tional Bank of Binghamton dated Jan. 8, 1914. It is the in- 
tention of the Scranton & Binghamton Railroad to extend its 
line to the New York State line and to effect a connection 


[VouL. XLIII, No. 9. 


with the Binghamton Railway by a short extension of that 
railway to be hereafter constructed. 


Third Avenue Railway, New York, N. Y.—The Third Ave- 
nue Railway, which applied to the Public Service Commis- 
sion for the First District of New York for permission to 
issue $6,650,000 of bonds, has been authorized by the com- 
mission to issue $4,000,000 of 4 per cent first refunding 
mortgage bonds, to run fifty years from Jan. 1, 1910, and 
to be redeemable after Jan. 1, 1915, at 105 per cent. The 
bonds must be sold to net the company not less than 82 
per cent of their par value, and the proceeds are to be used 
to pay off notes issued mainly for the acquisition of the 
securities of the Belt Line Railway Corporation and the New 
York City Interborough Railway. Of the total amount the 
commission allows $720,000 for expenses of sale of bonds 
and for discount, but requires that this amount shall be 
amortized by the payment each year into a separate fund 
of sufficient cash to accumulate the amount of $720,000 
by Jan. 1, 1959. Action was deferred on the remainder 
of the bonds applied for. 


Dividends Declared 


American Railways, Philadelphia, Pa., quarterly, 75 
cents, common. 

El Paso (Tex.) Electric Company, quarterly, 2% per cent, 
common. 

Terre Haute Traction & Light sg ate Terre Haute, 
Ind., 3 per cent, preferred. 


ELECTRIC RAILWAY MONTHLY EARNINGS 


BANGOR RAILWAY & ELECTRIC COMPANY, BANGOR, 
MAINE 


Gross Operating Net Fixed Net 


Period Earnings Expenses Earnings Charges Surplus 
im, Jan, 7714 $63,687 *$31,333 . $32,354 $17,358 $14,996 
re be 13 58,793 *28,933 29,860 17,340 12,520 

Lay rE 14 768,979 *348,911 420, 068 207,603 212,465 
12.“ A 13 715,373 *328,783 391,590 201,286 190,354 
CHATTANOOGA RAILWAY & LIGHT COMPANY, CHATTA- 
NOOGA, TENN 
Line ana ae $99,233 *$58,352 $40, 881 $27,653 $13,228 
i Ie ‘3 13 95,633 *59,241 36,392 24,399 11,993 
12 * oy 714 1,208,529 *716,738 491,791 301, "335 190,456 
roi f 713 «1,079,802 *645,765 433,537 269,159 164,378 


CLEVELAND, PAINESVILLE & EASTERN RAILROAD, 
WILLOUGHBY, OHIO 


tim. 5; Dees 33 $33,526 $22,416 $11, ore $12,632 $1,523 
er € 12 31,663 *17,086 14,577 9,999 4,578 
ia“ oe 13 425,924 *234,666 191, 3257 127,316 - 68,941 
a ** es "12 402,188 #204" 793 177, "395 119,219 58,175 


LAKE SHORE ELECTRIC RAILWAY, CLEVELAND, OHIO 


1m., Dec, °13 $117,449 *$67,175 $50,275 $35,035 $15,240 
aS oA 12 113,069 *63,585 49,485 34,867 14,618 
12 “‘ a 713 «1,416,983 *837,497 579,486 421,447 158,039 
£2) 5% 3 712 1,326,884 *754,821 572,063 419, 1451 152,612 


NOR ae OHIO TRACTION & LIGHT COMPANY, 
AKRON, OHIO 


Im., Dec., ’13 $295,877 *$190,295 $105,082 $50,288 $54,799 
ee ns 712 259,881 *$150,778 109,103 41,506 67,597 
12‘ ia 13) «3,284,532 *2,019,654 1,264,879 561,815 703,064 
12 §§ os "12 «=2,996,037 *1,702,766 1,293,271 523,068 770,203 


NORTHERN TEXAS TRACTION COMPANY, FORT WORTH, 
TEXAS 


1im., Dec., ’138 $184,876 *$102,571 $82,304 $24,052 $58,252 
1 4 12 170,933 *89,758 81,175 24,662 56,513 
12 “ on 13 «2,132,200 *1,179,941 952,259 286,918 665,341 
12% Ke "12 1,790,763 *941,690 849,073 266,076 582,997 


PADUCAH TRACTION & LIGHT COMPANY, a ee SY, 


Ln), eC. a yah $29,523 *$16,630 $12,893 $7,707 *' $5, oC 
aes 3 12 27,878 *16,632 11,246 7,334 
Nee - 13 296,595 *194,093 102,472 89, 962 12, B10 
1 2ees ee "12 286,537  *192,674 93,863 86, 353 7,510 


PUGET SOUND TRACTION, LIGHT & POWER COMPANY, 
SEATTLE, WASH. 
1m., Dec, ’13 $790,807 *$485,126 $355,181 $174,407 $180,774 
1x ef 712 725,642 416,705 308,937 172,977 135,960 
U2 2 713 8,613,599 *5,008,375 3,605,224 2,063,019 1,542,205 


atone ¥ 712 «8,318,848 *4,772,299 3,541,549 1,976,250 1,565,299 
SAVANNAH (GA.) ELECTRIC COMPANY 
ms Deen 13 $74,505 *$49,864 $24,642 $22,968 $1,674 
Bi # "12 68,447 *49,447 19,001 17,348 1,652 
2S. of 13 827,780 *557,921 269,859 262,264 7,595 
L255 i "12 747,058 551,052 196,007 194,795 1,212 
TAMPA (FLA.) ELECTRIC COMPANY 
jam.“ Dee.; 2S $83,107 *$49,386 $33,722 $5,059 $28.663 
SS Mg 12 66,797 *34,361 32,436 4,791 27,644 
12 * = 13 844,941 *466,499 378,442 54,749 =3.22,693- 
Nee ¥ 12 753,835 *394,629 359,205 53,756 305, 449 


Se ee eee 


ae ee 
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Traffic and Transportation 


Traffic Accidents in New York and New Jersey in 1913 


The National Highways Protective Society has for sev- 
eral years kept a record of traffic accidents of all sorts in 
the States of New York and New Jersey. These are classi- 
fied as automobile, electric railway and wagon, and in- 
clude only pedestrians knocked down or run over, and 
occupants of vehicles who received their injury through 
the fault of some other person. Accidents due to failure 
of equipment of the vehicle, or to faulty condition of the 
highway, have not been included, the intention being to 
note only those accidents for which the driver of some 
vehicle can reasonably be held to blame. The only electric 
railway accidents counted are those to pedestrians, or as 
the result of collisions. Other injuries to passengers or to 
employees are omitted. Children include all persons under 
seventeen years of age. Except when otherwise noted, New 
York State means the State excluding Greater New York. 

The total number of persons killed in New York City 
during 1913 by automobiles was 302, by electric railways 
108 and by wagons 132. These figures are derived from the 
coroners’ reports every month, and the totals are all some- 
what below the coroners’ totals for the year. This is due 
to the difference in classification, and to the fact that the 
Cefinite report of the cause of an injury often does not 
come to the coroners’ office until after the end of the month. 
The only significant discrepancy is in the figures for wagon 
fatalities, where it is probable that the correct figures 
would be about 170 instead of 132. 

Outside of New York City the reports received by the 
society and the coroners’ figures agree closely. In New 
York City automobile, electric railway and wagon fatalities 
for the past four years have been as follows: 


; 1910 1911 1912 1913 
Automobile. SU Sle tN, EE ee are 112 142 221 302 
TRA VEVSTE VEN SAP (2E Noe OC ea rr 148 109 134 108 
AMV AYZ NGL 8. Bl oo on ta CISC ee 211 172 LUT. 170 


The percentages of children killed during those four years 
by automobile, electric railway and wagon, respectively, out 
of the total number of persons killed by each of these three 
classes of vehicles, were as follows: automobiles, 45 per cent; 
electric railways, 31 per cent; wagons, 52 per cent. 

Another feature worthy of note is that while in 1910 
wagon killings outnumbered those due to automobiles, in 
1913 automobile fatalities were more than those due to 
electric railways and wagons combined. 

The total number of persons in New York City who were 
injured sufficiently to require medical attention or were 
killed for the year 1913 was 1485. The number of arrests 
following such accidents was sixty-two, or about one in 
every twenty-five accidents. In one accident in about fif- 
teen the driver of the automobile ran away without giving 
any aid to the victim or making his identity known. There 
were 102 such cases in the city of New York during the 
past year, or about two every week. This is a felony under 
the State law, yet in the few cases where the driver was 
subsequently caught there is no record of any subsequent 
conviction. In about 15 per cent of the accidents the owner 
himself was driving. Motorcycles figured in about 5 per 
cent of the accidents. 

In New York State outside of New York City for the past 
three years the accident record is as follows: 


aes jal 1932 - W918 
EAE EOLIAC LLG mM maieret ch ckete je a! es) she ..0ha o's; <i srsile¥eheushyy alisha eis 132 127 149 
PEG CU CaRT AL LVL Vane Wane” cilgita;i ol los-0:-s\le"s lg) el'sin) Stewene Phetae 67 79 79 
AV MceU eo OTIS mer wah MI EH a) hike ohs;.a: vljelisiinise, isto p wal Cloke fanatde 31 28 32 


For 1912 and 1913 the percentage of children killed has 
been for automobiles, 26 per cent; electric railways, 25 
per cent; wagons, 42 per cent. 

The total number killed or injured by automobiles in the 
State of New York of which the society has record during 
the year 1913 was 1871. 

The percentage of runaways after an accident was about 
the same as in New York City, as was the percentage of 
arrests following an accident. There were a very few 
convictions following these arrests that carried a jail 
sentence. The percentage of accidents in which the owner 
was driving was about 20 per cent. 


ELECTRIC RAILWAY JOURNAL 


A497 


In the State of New Jersey for the years 1912 and 1913 
the record of fatalities was as follows: 


1912 1913 
ERUILOMYOD UGS: = Rats scree ain aVotern sisi prahels srovem ates per crete rete 91 124 
FVGGEETC “TAL WAYE. vielajle cates cette cea diet © cine Ee 41 28 
BEEN Read re penne Jey Mn Rens es NI eA a 16 26 


The percentages of children killed by automobile, electric 
railway and wagon, respectively, out of the total number of 
persons killed by each ofthese three classes of vehicles, 
were as follows: automobiles, 36 per cent; electric railways, 
36 per cent; wagons, 50 per cent. 

The total number of persons killed and injured by auto- 
mobiles for the year 1913 was 992. 

The percentage of cases in which the driver ran away 
after the accident was rather higher than in New York 
State, being 9 per cent against 7 per cent. There were, 
however, more arrests in New Jersey following accidents 
than in the entire State of New York inclusive of New 
York City, the percentage being about 14 per cent. The 
proportion of accidents in which the owner was driving 
was about one in five or about the same as for New York 
State. 

The following table gives the number of accidents in 
New York City, New York State and New Jersey due to 
specific classes of vehicles, or to particular circumstances 
of interest: 


New York New York 
City State New Jersey 
NEOTONGYIClES IT Gover onclousielaieeets + ele a 67 190 96 
INO MIS EVOMe WabOl. ..k. sere a uc ine 10 3 
No light on automobile......... a 18 ie 
aig, PE slo cltegh O ae orerecs a ee Opener ES rt 23 1 
TERA CAP ho ohalat shar sides os laisrshe. wisiatees axe 49 14 Few but not 
counted 
Fire Department vehicles........ 26 5) 4 
PAGANI CE Stet Mone lol sia aia. oS) efet ales whe ioe 24 2 2 
Police and other official......... 5 2 2 
Children, coasting, playing games 
in street, “hitching,’ etc...... 46 12 18 
Woman driving automobile...... 10 14 13 


While there was not a single occupant of an electric, 
railway car killed at a railroad grade crossing in New 
York and New Jersey, during the past year, the occupants 
of other vehicles contributed ninety-four victims. There 
is in both States a law compelling electric railway cars to 
stop at each crossing and the motorman to be assured that 
the way is clear before proceeding. The society says that 
could a similar law be enforced against wagons and auto- 
mobiles, it would save more than fifty lives a year in the 
two States. 

According to the society Los Angeles, with an automo- 
bile fatality rate of 153 per 1,000,000 in 1913, has the max- 
imum rate of all the large cities of the world. Baltimore, 
with a rate of fourteen per 1,000,000, compares favorably 
with the cities of Europe. In Washington, which has one 
of the highest rates in the world, there has been for some 
time an ordinance limiting pedestrians to crossing the 
streets at the cross-walks only. 

’ The rates for the foreign cities, and for American cities 
outside of the States of New York and New Jersey, are for 
the calendar year 1912, except for Los Angeles, where the 
figures are for 1913. The populations on which rates are 
based are from the United States Census of 1910 and from 
the report of the select committee of the House of Com- 
mons. The fatality rates per 1,000,000 of population for 
leading American and foreign cities in the year 1912 follow: 


American Cities 


City Automobiles Street Cars Wagons 
Main eVORKaE oniatit G ctge oversea otarsierd 47 28 38 
ES LIEeU LO Sw eeatatey ol Seat fv tcce y's ce (2 alia) Sia est aves 49 51 10 
GICAL Grek elo ee tre ia.ai's atelotan sR 'exths.s 48 89 52 
UCHR UY Bava eteney ote ehe siehevseiaiecclete 52 48 43 
PSPOWICEMCE wes tan aye, heresies bia eteteue lke ells 48 35 12 
Se OIkISuarerers chap tess odens Oniviebeve susie 30 64 45 
Satis i OTMCISCO lea cycle alcdsiess ls 30a he ei os 52 61 20 
IESAULUATIVOT OM ke ee ever. os siete ieletieinis ia cole 14 25 ; 13 
moseAngeles "CW9LS ys c.g ccs oe wi 153 Not given 
Vins hie bone tte cits isis evatets o cueretvres 71 56 20 

Foreign Cities 

ACL OMMMT Nhe TC id, SPR gn eskshola. etoys tras 46 5 24 
Benin BR ae es Wate atace 6 Beer a st ais >. ste 23 11 31 
LS ees ire iata or lakes sie tala. cirri nt rink nm 47 25 16 
“EEN cks = eg A nee pC ORE Ce 13 2 15 
REDE SIMOUUEL: icetys aia Noises PAL grehansys 12 15 19. 
PRET OO Mice ic lahiy.4: dhe. ees, 0's: ales 'guavors 17 4 16 
MCLE EN UEE ET ee TOW WS ona ce (ve ip ons pewta nas ‘salah 15 5 16 
TEABO SS tla dp (ees oh Cort CRER pen RE Me gee are TR ae 10 10 22 
LETS OM er eR SS ORE eR y lire 4 12 
MWGGLE ET heat cuse toys etal More Se cliente 19 3 11 
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Competition Between Teams of Car Crews to Reduce 
Accidents 


The El Paso (Tex.) Electric Railway has adopted a plan 
which has created a spirit of friendly rivalry among the 
trainmen and proved an incentive toward reducing acci- 
dents. The trainmen, or car crews, have been divided into 
two teams designated as the “Red” and the “Blue,” respec- 
tively. Since the teams are competing with each other for 
the best accident record the division was made by lot, and 
in order that the more experienced men might not pre- 
dominate on one side the numbers of the men who had 
worked less than two months were placed in a hat, and as 
they were drawn out blindly the first man was assigned to 
the “Red” team, the second to the “Blue,” the third to the 
“Red,” and so on with each succeeding number. Then 
came the drawing of the numbers of the four-month men 
followed by the six-month men, the eight-month men and so 
on accordingly until the list had been completed. This re- 
sulted in'two teams balanced as to experience. 

Since Jan. 1, when the contest was inaugurated, an ac- 
curate daily account has been kept of the accident record 
of the members of the two teams, and at the end of Febru- 
ary the members of the team which has made the better 
score will be the guests at a banquet attended by the offi- 
cers of the company. The plan is to banquet the winning 
team at the expiration of sixty-day periods throughout the 
year. 

The accidents have been classified and are charged up 
against the deserving trainmen in points, a schedule of 
which has been prepared by the committee on “safety first.” 
It was anticipated that occasionally an accident would 
occur involving a trainman of the “Red” team and one of 
the “Blue” as members of the same car crew. It was 
therefore decided that the responsibility for the accident 
should be fixed upon either the motorman or the conductor. 
The plan has already placed the operation of the system 
upon a plane of higher efficiency. Since the contest was 
begun the two teams have been on practically even- terms 
and there was no telling on Feb. 18 which one would be 
returned victorious on Feb. 28. The schedule of points 
charged up against the trainmen, and through them the 
teams, follows: 


CLASSIFICATION OF ACCIDENTS AND THEIR RATING 


we. > Collision; head. Oni...\--s5 alee ele austen nee eee Creieiale ons oieeele eee 100 
2.'Collision, : rear ‘ endst.c sonia eee ee eee oe Le nee 100 
a. Collision,” side” <.,.... Fea a ae ere rr re er te cie 50 
4, Collision, street: railway Grossi oa ceaiet weer e heen a sied ss 50 
5, Collision, steam) radibwayrerosine een ce eae ones os ete ee 100 
6. Collision, with vehicles, except autos..............0...s.% 50 
7. Collision, with autos and motorcycles...............-++.. 40 
8. ‘Collision, /with’. pedestrians s.— snes Geen oe ten ten 50 
9. -Collision, swith, aninials ) Wie tee eee chee een eee 25 
10. Derailments:” (oy). n0 5 einsitesie one cis ee oes 15 
11. Motorman Jost ‘control “of care; ame cee eee ae 15 
12: Defective’ tracks... . “ee Siete ae ore. cies tee 0 
13... Defective ear ‘or Apparatus. seater een eee ae 0 
14. "Boarding mMovineE “car, cs vc ch aie ereeae ean en ne ee eee 10 
15. heaving’ moving Gare (2 Asan foie ate ee Gener ee rete td 
16, Hell ‘in or: thrownsom, moyvine Carin. .s estas s) eeteiee. 35 
1%; Fell-or tripped on“stationsry (car... sense ae cms sar cre 5 
18, . Hell. or, tripped Mesar7es.w ael...i2-< cn eee teeta a eee 0 
19. Disturbance on car between passengers..........e.eee0% 0 
20. Disturbance on car between passengers and crew........ 15 
Zi, Horse. frightened (at Car ja.be «rene ee ees 0 
22. Damage tO. passengers” "ClOthes i. cate ceo iene.e cle sacha ir 5 
28. MpPloy ses) IMJUTSA  F1.F a we nha Nosehe eralaerere ere asthe eames Se cpeiren tee 0 


24. Not otherwise. .classifieds: a: : sere eee aes ae eer 


*This is in addition to the points which would naturally accrue 
on account of the accident. 


Freight on a Wisconsin Road 


The Common Council of Waupaca, Wis.. granted a fran- 
chise recently to the Waupaca Electric Light & Railway 
Company, an electric railway running from Waupaca 5 
miles into the country to the Wisconsin Veterans’ Home, 
authorizing the company to carry freight, mail and express 
in addition to passengers. Among the conditions prescribed 
are that not more than two freight cars shall be hauled in 
one train; that no car shall be loaded to exceed 10 tons; 
that the speed of such cars in the city limits shall not 
exceed 10 m.p.h. and that no car shall be stopped on certain 
business streets for the purpose of loading or unloading 
freight. The passage of the franchise created considerable 
feeling among some of the people in Waupaca, and a petition 
was filed with the city clerk by the requisite number of 
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voters to insure a vote on the adoption or rejection of the 
franchise at the regular spring election in April. The town 
board of the town of Farmington, which adjoins Waupaca, 
and wherein the Wisconsin Veterans’ Home is located, has 
already granted the necessary franchise. The idea of an 
electric railway combining city and interurban features as 
does this line, and operating almost entirely over the pub- 
lic streets and highways, transporting freight, is something 
new in Wisconsin. The franchise asked for by the com- 
pany and granted by the City Council provided that the 
privilege of receiving freight should accrue only to the 
Wisconsin Veterans’ Home, which is a state institution. 
The trustees of the home were largely instrumental in in- 
ducing the electric line to apply for the franchise, as the 
only means for conveying the necessary freight and supplies 
from the steam roads at Waupaca, a distance of 5 miles, 
to the home has been by teams. The outcome of this in- 
novation in electric railroading in Wisconsin has awakened 
the interest of many people who are financially interested 
in similar properties. Irving P. Lord, Waupaca, Wis., is 
the president and general manager of the Waupaca Elec- 
tric Light & Railway Company. 


Dont’s in New Albany 


The Louisville & Southern Indiana Traction Company and 
the Louisville & Northern Railway & Light Company, New 
Albany, Ind., have combined recently in the distribution 
of blotters to 7000 school children in New Albany and 
Jeffersonville, Ind. The blotters are part of the “safety 
first” campaign being conducted by James Harmon, safety 
agent. The following matter appeared on the blotters: 


“DONT’S THAT AVERT DANGER 
“Ton’t play in the streets where there are tracks. 
“Ton’t cross tracks without looking both ways. 
“Don’t cross street if you see a car near. 
“Ton’t get on or off a car while it is moving. 
“Don’t lean out of car window. 
“Don’t face the rear in stepping off the car. 
“Don’t touch or allow anyone to touch any wire. 
“Ton’t steal rides on any cars or wagons. 
“Don’t fail when leaving car to look both ways for any 

vehicle. 

“Don’t cross street except at cross-walk. 
“Don’t stand on car-steps. 
“TDon’t be negligent or careless. 
“Do your part to make street car travel safe.” 


Order on Boston Transfers.—The Massachusetts Public 
Service Commission has issued an order requiring the Bos- 
ton Elevated Railway to establish free transfer privileges at 
Dewey Square between inbound surface cars from South 
Boston and Dorchester via Dorchester Avenue or Summer 
Street extension and Atlantic Avenue surface cars running 
north of Dewey Square. 


Ohmer Register Offer Renewed.—The Ohmer Fare Regis- 
ter Company, Dayton, Ohio, through John F. Ohmer, presi- 
dent, has renewed its prize offer for 1914 to the employees 
of the Denver (Col.) City Tramway. The review of the 
Ohmer register contest for 1913 was published in the 
January, 1914, issue of the Tramway Bulletin, which is 
issued in the interest of the employees of the company. 


Waiting for Passengers at Transfer Points.—The Denver 
(Col.) City Tramway has issued a warning to car crews 
in regard to the necessity for observing closely the pro- 
visions of rule No. 132 in regard to meeting cars at trans- 
fer points. The company, through the superintendent of 
transportation, says: “Nothing angers the company’s 
transferring patrons more than to have a connecting car 
run away from them at a transfer point. Those who are 
indulging in this practice may expect to be severely dealt 
with unless it is stopped.” 

Serious Accident 
killed, five probably fatally injured and twenty-five others 
hurt on the night of Feb. 18, 1914, when an outbound Eng- 
lish Avenue car of the Indianapolis Traction & Terminal 
Company, Indianapolis, Ind., was crushed between two in- 
terurban cars. The English Avenue car stopped at the foot 
of a steep grade, just behind a Columbus & Southern 


it 


in Indianapolis—Four persons were 
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Traction Company car, and a large Indianapolis & Cin- 
cinnati Traction freight car, on the grade behind the city 
car, crashed into the smaller car. 


Hearing on Revision of Brooklyn Transfer System.—A 
hearing on the plan for the proposed revision of the trans- 
fer system of the Brooklyn Rapid Transit Company was 
held before members of the Public Service Commission of 
the First District of New York on Feb. 20, 1914. The com- 
pany was represented by Slaughter W. Huff, vice-president, 
and George S. Yeomans of counsel for the company. The 
representatives of the commission and the officers of the 
company will confer further in regard to the changes and 
the hearing will be resumed before the commission on 
March 5. 


Terminal Improvements Proposed at San Francisco Ferry. 
—Plans have been completed by City Engineer M. M. 
O’Shaughnessy for an elevated loop at the ferry in San 
Francisco, Cal., to accommodate all Market Street cars of 
the Geary Street Municipal Railway and the United Rail- 
roads. These will be the basis for work at a conference on 
the loop to be held by the Mayor and the members of the 
harbor commission shortly. Mr. O’Shaughnessy’s plan calls 
for the expenditure of $250,000 and provides for concrete 
causeways harmonizing with the ferry building and for 
ornamental arches extending over the sidewalk lines instead 
of in the middle of the street. 


Decision in Ohio Fare Case.—The Supreme Court of 
Ohio has sustained the right of the Cincinnati, George- 
town & Portsmouth Railroad and the Interurban Railway & 
Terminal Company, Cincinnati, Ohio, to charge a 10-cent 
fare from Cincinnati to California and Coney Island. The 
terms of the franchise of the Interurban Railway & Ter- 
minal Company, secured in 1901, provided for a 5-cent fare 
between California and the eastern boundary of Cincinnati 
and from the center of the city to the eastern boundary. 
California and Coney Island were annexed to the city in 
1909 and the city claimed that the company was obligated 
by statutes under which it made an operating agreement 
with the Cincinnati Traction Company to carry passengers 
within the city limits for 5 cents. 


Motor Bus Suggested fer Toronto.—Oliver Hezzelwood, 
president of the Dominion Automobile Federation, read a 
paper before the Ontario Motor League recently in favor 
of municipally owned motor buses as a solution of Toronto’s 
transportation problem. The speaker submitted the follow- 
ing estimate of the cost of installing an experimental sys- 
tem in Toronto: Twenty buses, London B type, garage, 
etc., approximately $150,000; annual charges for operation, 
management, insurance, depreciation and interest on outlay 
at 6 per cent, $166,000; revenue from operation of twenty 
buses, based on 300 days each per year at a 344-cent fare, 
$195,500; profit, $29,500. After the meeting the officers of 
the league decided to forward a copy of the address to 
Mayor Hocken and Controllers McCarthy and Simpson gave 
their assurance that they would move and second a resolu- 
tion to have the suggestion placed before the transportation 
commission for consideration with the other plans that have 
been advanced. 


Ticket Choppers in New Subways in New York.—The 
Brooklyn (N. Y.) Rapid Transit Company will accept as 
final the decision of the Public Service Commission of the 
First District of New York that ticket choppers shall be 
installed in all its new subway lines now under construc- 
tion or about to be built. By this order all the stations 
on the Montague Street-Flatbush Avenue, Fourth Avenue 
and the Queens elevated roads, which are to be operated 
jointly by the Brooklyn Rapid Transit Company and the 
Interborough Rapid Transit Company must be equipped 
with ticket choppers. The turnstiles will be allowed to re- 
main in the stations on the Center Street loop as an ex- 
periment. On the New Utrecht Avenue and Culver lines 
turnstiles will be allowed at the stations, except at Hight- 
eenth Avenue and Coney Island on the former and Coney 
Island on the latter, until the traffic at the other stations 
becomes sufficient to warrant the commission ordering the 
choppers installed. Stations on lines built and owned by 
the company, such as the Sea Beach line, may be fitted with 
turnstiles if the company desires, but the commission re- 
serves the right to order a change when it deems it 
_ necessary. 
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Personal Mention 


Mr. J. S. Pevear has been elected a vice-president of the 
Birmingham Railway, Light & Power Company, Birming- 
ham, Ala., to succeed Mr. George Bullock. 


Mr. F. W. Brown has been appointed traffic manager of 
the San Francisco-Oakland Terminal Railways, Oakland, 
Cal., a newly created position with the company. 


Mr. Henry W. Rowley has resigned as president and as 
a director of the Billings (Mont.) Traction Company, to 
take effect as soon as his successor has been elected. Mr. 
Rowley is retiring for the reason that his other lines of 
business require all his time and attention. He will retain 
his interest in the company. 


Mr. W. E. Hendley has been appointed to take charge of 
a new department with the San Francisco-Oakland Terminal 
Railways known as the coasting recording department. He 
will have charge of the records of motormen’s performances 
as shown by the coasting recording devices which are being 
installed on all of the company’s cars. 


Mr. Charles R. Barnes, chief railroad inspector to the 
Public Service Commission of the Second District of New 
York, has been retained by the Ontario Railway Board in 
accordance with the promise of the members of that body 
to the officials of the city of Toronto to retain the services 
of an independent traffic expert to report upon the street 
railway system with a view to suggesting new routes and 
re-routing. 

Mr. Lewis E. Palmer has been appointed advertising man- 
ager of the Stone & Webster Engineering Corporation, with 
headquarters at Boston, Mass. He succeeds Mr. Barrett 
Smith, whose assistant he has been for the past two years. 
Mr. Palmer was graduated from Cornell University with 
the degree of A.B. in 1905, and prior to his connection with 
the Stone & Webster organization was a member of the 
editorial staff of the Survey, New York. 


Mr. E. W. Reed, who has been general superintendent of 
the Chattanooga Railway & Light Company, Chattanooga, 
Tenn., will continue in that capacity, but with considerably 
widened powers. He will have complete authority in the 
operation of both the street railway and the light depart- 
ments of the corporation. Mr. Reed has practically all the 
powers which were exercised by Mr. W. E. Boileau, for- 
merly general manager, which position has been abolished. 


Mr. F. W. Hoover, general manager of the Tennessee 
Power Company, one of the two companies which have de- 
veloped 150,000 hp in the Chattanooga district, has been 
designated executive officer of the Chattanooga Railway & 
Light Company, Chattanooga, Tenn., with instructions to 
report to Mr. M. H. Hopkins, first vice-president of that 
company. Mr. Hoover is second vice-president of the Chat- 
tanooga Railway & Light Company, having been elected to 
that office some time prior to the resignation of Mr. W. E. 
Boileau as general manager. Mr. Hoover continues as gen- 
eral manager of the Tennessee Power Company. 

Mr. Theodore Beran, New York district manager for the 
General Electric Company, was the guest of a number of 
his friends and business associates at a dinner given at 
the Machinery Club, New York, on Feb. 20, to mark the 
twenty-fifth anniversary of his advent into the electrical 
field. It was in 1889 that Mr. Beran became cashier for the 
old Sprague Electric Company, which afterward, merging 
with the Edison General Electric Company and the Thom- 
son-Houston Company, became the. General Electric Com- 
pany. In 1893 Mr. Beran was appointed manager of its 
supply department and continued in that position until 
1902, when he went to Rugby, England, where he organ- 
ized the supply department of the British Thomson-Houston 
Company. After two years abroad he returned to New 
York and succeeded Mr. Charles T. Hughes as acting man- 
ager of the New York district office of the General Electric 
Company. Since 1905 Mr. Beran has served as district man- 
ager.. 

Prof. Lewis E. Moore, of the Massachusetts Institute of 
Technology, has resigned to become consulting engineer of the 
Massachusetts Public Service Commission. Professor Moore 
was educated in Chicago public and manual training schools 
and received the degree of B.S. in mechanical engineering 
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from the University of Wisconsin. In 1901 he took a course 
in structural engineering at the Massachusetts Institute of 
Technology, and after teaching in the universities of Illi- 
nois and Wisconsin he became in 1907 assistant professor 
of civil engineering at the first-named institution, specializ- 
ing in bridge design and foundations. Since he took up his 
residence in Boston Professor Moore has been employed in 
expert work by the Massachusetts Railroad Commission, the 
predecessor of the Public Service Commission, and has en- 
gaged in consulting work. In his new position he will take 
up the consulting work formerly handled by Prof. George F. 
Swain for the Railroad Commission and will have supervi- 


sion of some 3000 bridges in the State, together with an’ 


oversight of railroad signal installations. 


Mr. Seymour Van Santvoord has been nominated by Gov- 
ernor Glynn of New York as a member of the Public Service 
Commission of the Second District to succeed Mr. Frank 
W. Stevens, Jamestown, whose term expired a year ago. 
Mr. Van Santvoord was born in Troy in 1859. At the age 
of fourteen he became connected with Rough Notes, pub- 
lished at Kinderhook, N. Y., and learned the printing trade. 
He entered the sophomore class of Union College and was 
graduated with honors at the age of nineteen. He then 
studied law at the Albany Law School and was admitted 
to the bar in 1881. He opened an office in Troy, where he 
has practised ever since. He was counsel to the Walter A. 
Wood Company, Hoosick Falls, N. Y., in 1893, and was 
made one of the receivers of the company in 1895. Upon 
the reorganization of the company he was elected president 
and held the office for nine years, when he resigned to 
devote himself largely to the Security Trust Company, 
which he helped to organize in 1901 and of which he was 
president until 1912. In that year he resigned to become 
counsel to Governor Dix. The Senate has confirmed the 
nomination. 


Mr. E. F. Schneider, who was elected president of the 
Central Electric Railway Association at the meeting held in 
Cleveland, Ohio, this week, is secretary, general manager 
and purchasing agent of 
the Cleveland Southwestern 
& Columbus Railway, which 
operates 225 miles of inter- 
urban electric railway in 
Cleveland and vicinity. Mr. 
Schneider has been connect- 
ed with the Cleveland 
Southwestern & Columbus 
Railway for fifteen years, 
for ten years of which he 
acted as secretary of the 
company and in various 
other capacities. In Janu- 
ary, 1910, he was in addi- 
tion appointed general man- 
ager to succeed Mr. C. N. 
Wilcoxon. ny all vir: 
Schneider, has been connect- 
ed with electric railway 
work for about twenty years. His business experience also 
extends to commercial fields. Mr. Schneider has made a spe- 
cial study of accident prevention, in which field he was one 
of the pioneers, and has contributed the results of his expe- 
rience along these lines in articles which have appeared at 
various times in the ELECTRIC RAILWAY JOURNAL. 

Mr. E. C. Deal has resigned as vice-president and general 
manager of the Augusta-Aiken Railway & Electric Corpora- 
tion, Augusta, Ga., to become connected with W. N. Coler & 
Company, New York, N. Y., who control and operate a 
number of electric railways, electric light plants and gas 
and water companies. Mr. Deal gained his early experience 
with the Georgia Electric Light Company, which he served 
in various capacities from 1894 to 1898. He then entered 
the employ of Stone & Webster, Boston, Mass., but left 
them in 1904 to enter the employ of the Gas & Electric 
Company of Bergen County in New Jersey as chief en- 
gineer in charge of the company’s properties in more than 
forty municipalities in northern New Jersey. After this 
company was absorbed by the Public Service Corporation 
of New Jersey Mr. Deal was made superintendent of the 
electric properties of the Public Service Corporation in 
central New Jersey. He resigned from this company in 
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1908 to become connected with W. N. Coler & Company as 
manager and engineer of public service properties owned 
by them. Following the acquisition of the property of the 
Augusta Railway & Electric Company and the Augusta- 
Aiken Railway & Electric Company by a syndicate in which 
J. G. White & Company, Inc., New York, N. Y., were inter- 
ested, Mr. Deal resigned from Coler & Company to become: 
manager of the Augusta-Aiken Railway & Electric Corpora- 
tion, the successor company at Augusta. This was in 
April, 1911. In April, 1913, he was elected vice-president. 
of the company in addition to general manager. 

Mr. Thomas R. H. Daniels, who resigned on Feb. 15, 1914,. 
as chief engineer of the Birmingham Railway, Light, Heat. 
& Power Company, Birmingham, Ala., has been appointed 
engineer of the Terre 
Haute, Indianapolis & 
Eastern Traction Company, 
Indianapolis, Ind., and will 
assume his new duties on 
March 1. Mr. Daniels. 
entered the electric railway 
field in 1898 as assistant. 
engineer in charge of track 
and roadway of the Rhode 
Island Company,  Provi- 
dence, R. I. He left that 
position in 1904 to become 
assistant engineer for 
Westinghouse, Church, 
Kerr & .Company, New 
York, N. Y., in the con- 
struction of the new termi- 
nal station for the Penn- 
sylvania Railroad in New 
York City. He resigned from Westinghouse, Church, Kerr 
& Company in 1906 and took charge of the rebuilding of 
tracks, etc.,-of the United Railroads, San Francisco, as 
assistant engineer, after the earthquake. In 1908 he 
severed his connection with that company and became as- 
sistant engineer of the Terre Haute, Indianapolis & East- 
ern Traction Company, Indianapolis, Ind., and was the 
construction engineer in charge of the erection of the 
new West Tenth Street power station of that company. 
Mr. Daniels held that position until May 1, 1911, when he 
became chief engineer for the Birmingham Railway, Light, 
Heat & Power Company. 


OBITUARY 


Henry Morrison, superintendent of the Sioux City. (Iowa) 
Service Company, is dead. Mr. Morrison was born in Galena, 
Tll., in November, 1860, and began active street railway serv- 
ice in 1902 with the Sioux City Service Company. He was 
gradually advanced to the position of superintendent of 
that company. Mr. Morrison is survived by two children. 


Samuel W. Allerton, for many years prominent as a 
capitalist in Chicago, died at his winter residence in 
Pasadena, Cal., recently. Mr. Allerton was at one time a 
large stockholder in the Chicago City Railway and also 
served as a director of the company. He took a large part in 
establishing the cable railway systems in Chicago. Mr. 
Allerton was born in New York State in 1828. 


Charles W. Roe, assistant superintendent in charge of 
the Crosstown and Maspeth depots of the Brooklyn (N. Y.) 
Rapid Transit Company, is dead. 
Detroit, Mich., where he obtained his first railroad ex- 
perience. Going East, he entered the service of the Public 
Service Railway of New Jersey, and in 1906 entered the 
service of the Brooklyn Rapid Transit Company. He is sur- 
vived by a widow. 


Franklin Phillips, head of the foundry and machinery 
firm of Hewes & Phillips, Newark, N. J., is dead. Mr. 
Phillips was born in Newark fifty-seven years ago and was 
graduated from Cornell in 1878. He immediately became 
connected with the firm of Hewes & Phillips, founded by his 
father, and soon established a reputation as a mechanical, 
steam and hydraulic engineer. He was a trustee of the New- 
ark Technical School, president of the Foundrymen’s Asso- 
ciation of New Jersey and a member of the Newark Board 
of Trade, the Essex Club and the American Society of 
Mechanical Engineers. He is survived by his widow, one son 
and a daughter. 


T. R. H. Daniels 
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EE —— ee eee 


FEBRUARY 28, 1914.] 


Construction News 


Construction News Notes are classified under.each head- 
ing alphabetically by States. 
An asterisk (*) indicates a project not previously re- 
ported. 
RECENT INCORPORATIONS 


Fresno, Clovis & Academy Interurban Railway, Fresno, 
Cal.—Application for a charter has been made by this com- 
pany to build a 24-mile electric railway between Fresno, 
Clovis and Academy. Capital stock, $500,000. Incorpora- 
tors: F. 8. Granger, Fresno; F. M. Blanchard, Fresno; F. E. 
Buckman, Clovis; T. E. Allen, Clovis, and M. A. Zuccardi, 
New York. [E. R. J., Feb. 21, ’14.] 


*Windfall & Central Indiana Traction Company, Wind- 
fall, Ind.—Incorporated in Indiana to build an electric rail- 
way from Tipton to Marion via Windfall. Capital stock, 
$10,000. Directors: Ezra N. Todd, Thomas E. Dean and 
Guy Dean. - 

Hiawassee Railway, Andrews, N. C.—Chartered in North 
Carolina to build a 35-mile electric interurban railway 
from Andrews to Hayesville, N. C., and Hiawassee, Ga. 
One hundred and fifty thousand dollars in bonds has been 
voted in Cherokee County and Clay County. Incorpora- 
tors: J. W. Walker, Andrews, N. C., and G. H. Haigler, 
Hayesville, N. C. [E. R. J., June 7, ’13.] 


*Seabeach Railroad, Beaufort, N. C.—Chartered in North 


_Carolina to build a 14-mile electric railway from Beaufort 


to Cape Lookout, N. C. Capital stock, $275,000. Incorpo- 
rators: C. J. Becker, Wilmington, N. C.; George P. Wester- 
velt, James Hodges and Herbert G. Lord, Jr., all of New 
Jersey. Winston & Biggs, Citizens’ Bank Building, Ra- 
leigh, N. C., may give information. 

*Cleveland-Pennsylvania Interurban Railway, Cleveland, 
Ohio.—Incorporated in Ohio to build an electric railway 
between Cleveland and Sharon, and eventually to extend 
the line to Pittsburgh, via New Castle, Pa. Right-of-way 
over the present Sharon-New Castle line will probably 
be secured instead of building a new line. The company 
is to use the lines of the Eastern Ohio Traction Company 
from Cleveland to Middlefield and will build from Middle- 
field to Sharon. Capital stock, $50,000. Incorporators: 
Henry P. Smith, Elijah Ashley, G. A. Mowers, Robert P. 
Thomas and Herbert A. Wadsworth, all of Pittsburgh. 

-*Madison & Janesville Traction Company, Beloit, Wis.— 
Incorporated in Wisconsin to build an electric railway from 
Beloit to Whitewater and Elkhorn and from Janesville to 
Madison. Capital stock, $25,000. Frank H. Weston, Madi- 
son, incorporator. 

FRANCHISES 

Los Angeles, Cal.—The Pacific Electric Railway has asked 
the Council for a franchise to proceed with the work on the 
proposed elevated railway in the rear of the station at 
Sixth Street and Los Angeles Street in Los Angeles. 

Los Angeles, Cal.—The Lone Pine Utilities Company has 
asked the Council for a franchise to operate a trackless trol- 
ley line from Grava station in the Cajon Pass on the Santa 
Fé Railway to what is known as the Upper Swartout Valley, 
a distance of 18 miles. [E. R. J., Aug. 31, 713.] 

San Diego, Cal—The Los Angeles & San Diego Beach 
Railway has asked the Council for a thirty-eight-year ex- 
tension of time of its franchise on the La Jolla line in San 
Diego. ; 

San Luis Obispo, Cal.—The Pacific Coast Railway has 
been granted authority from the commission to exercise 
its franchise rights granted by the Board of Supervisors 
of San Luis Obispo County. 

Stockton, Cal.—The Stockton Electric Railway has re- 
ceived a franchise from the Council to double-track some 
of its lines in Stockton. 

Fast St. Louis, Ill.—The East St. Louis & Suburban Rail- 
way has received a twenty-year franchise from the Council 
on Main Street between Broadway and Missouri Avenue 
in East St. Louis. 

Pekin, Ill.—The Pekin City Railway will ask the Council 


-for a franchise in Pekin. 
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Peoria, Ill.—The Peoria Railway has asked the Council for 
a franchise for an extension of its tracks in Peoria to enter a 
ee terminal station at Hamilton Street and Jefferson 
treet. 


Louisville, Ky.—The Louisville Railway has asked the 
Council for a franchise to extend its line on Chestnut Street 
from its present terminal to Shawnee Terrace, near Shaw- 
nee ark, in Louisville. 


Middlesboro, Ky.—The Council in Middlesboro has an- 
nounced that a franchise for an electric railway will be 
sold at public auction April 30 to the highest bidder. Ad- 
dress Mayor Manring. 

Kansas City, Mo.—The Metropolitan Street Railway has 
asked the Council for a franchise on Twenty-fourth Street 
from Main Street to Grand Avenue to reach the new Union 
Station in Kansas City. Other extensions are being 
planned by the company. 


Butte, Mont.—The Butte Electric Railway has asked the 
Council for a franchise to extend its Oregon Avenue line 
in Butte from the intersection of Dewey Street and Hill 
Street across the flat toward Three Mile and into the 
Gilman addition. 


Portland, Ore.—The Portland & Oregon City Railway has 
received a franchise from the City Council for the construc- 
tion of its lines in Portland. 


Chesterfield, Va.—The South Richmond & Chesterfield 
Railway has asked the Council for a franchise in Chester- 
field. This is part of a plan to build an electric railway 
from the intersection of Broad Rock Road and Hull Street, 
Richmond, to Falling Creek. John C. Robertson, Rich- 
mond, is interested. [E. R. J., Oct. 11, 713.] 


Richmond, Va.—The Virginia Railway & Power Com- 
pany has received permission from the Council to recon- 
struct its tracks in West Broad Street from Foushee Street 
to Harrison Street in Richmond. 


Seattle, Wash.—The reconstruction of the Fauntleroy 
Park Street line and the shortening of the distance by 1 
mile or more is proposed-in a bill introduced into the 
Council recently to grant a franchise on Avalon Way and 
other streets to the Puget Sound Traction, Light & Power 
Company. It is understood this franchise will be accepted 
by the company and that construction work will begin im- 
mediately. 

Tacoma, Wash.—The City Council has made an agree- 
ment with the Puget Sound Traction, Light & Power 
Company whereby the former will construct a 1-mile 
electric line across the tideflats at a cost of $85,000, and 
the latter will operate same for the city. 


TRACK AND ROADWAY 


Birmingham, Ensley & Bessemer Electric Railway, Bir- 
mingham, Ala.—Work has been begun by this company on 
the Tidewater line.from Fairfield to Bessemer. Later the 
line will be extended to Tuscaloosa. 

Fresno, Clovis & Academy Interurban Railway, Fresno, 
Cal.—This company, the incorporation of which is noted 
elsewhere in this issue, has secured all the right-of-way 
on the line between Fresno and Academy and will soon 
begin work on the construction of several bridges. Finan- 
cial arrangements have been made and plans are being 
considered to build an 8-mile extension to Centerville. 
F. S. Granger, Clovis, president. [E. R. J., Feb. 21, ’14.] 


San Francisco-Oakland Terminal Railway, Oakland, Cal. 
—This company plans to spend $35,000,000 for the refinan- 
cing and improving of the Key Route and Oakland Traction 
properties and their future development. This sum does not 
include the proposed extension to San José or Sacramento, 
but it is to be used to refund outstanding bonds and to the 
extension and improvement of the lines within the imme- 
diate vicinity of Oakland. 


Petaluma & Santa Rosa Railway, Petaluma, Cal.—A 7- 
mile branch will be built by this company from Graton to 
Camp Meeker. 

San Diego (Cal.) Electric Railway.—Preparations are be- 
ing made by this company to expend $250,000 in improve- 


ments of its tracks on Fifth Street in San Diego and to re- 


place the rails on Fifth Street from Ash Street to Univer- 
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sity Street with “Trilby” 114-lb. rails. It is planned to repair 
Fifth Street with concrete base and asphalt surface. The 
rails on Fourth Street from Broadway to Sixteenth Street 
will also be replaced with 114-lb. rails. 


Geary Street Municipal Railway, San Francisco, Cal.— 
The Board of Public Works has given notice of a call for 
bids to be opened on May 4 to build the Chestnut Street 
branch of this railway from Van Ness Avenue along the 
exposition grounds. This will be the first portion of the 
extension to be built under the recent bond issue. 


Pacific Gas & Electric Company, San Francisco, Cal.— 
Plans are being formulated by this company which will 
necessitate the complete remodeling of the downtown sys- 
tem, establishing belt lines in the business district and 
constructing new lines on I Street and L Street in Sacra- 
mento. 

San Ramon Valley Railway, San Francisco, Cal.—This 
company, a subsidiary of the Oakland, Antioch & Eastern 
Railway, plans to place its line in operation on March 1. 
This line will join the main line of the Oakland, Antioch 
& Eastern Railway 1 mile west of Walnut Creek and ex- 
tend 11 miles southward through Danville and Alamo to 
the foot of Mount Diable. 


United Railroads, San Francisco, Cal.—Grading will be 
begun at once by this company on the extension of the 
Polk Street line from Lombard to the bay and the trans- 
port docks in San Francisco. 


*Colorado Springs, Col—The Chamber of Commerce and 
other civic bodies in Colorado Springs, Pueblo and Den- 
ver have been asked to co-operate in the construction of 
an electric line to connect Colorado Springs, Pueblo and 
Denver, a total length of 115 miles. Frank R. Dusen, 
Denver, represents the promoters. 


Washington Railway & Electric Company, Washington, 
D. C.—Surveys have been completed and grading has been 
begun by this company for its 2.94-mile extension from 
Wisconsin Avenue via Macomb Street and Massachusetts 
Avenue to the District of Columbia line. 


Jacksonville (Fla.) Traction Company.—Work has been 
begun double-tracking this company’s line to the baseball 
park in Jacksonville. 


*Griffin, Ga.—Surveys are being made to build an elec- 
' tric railway in Griffin. No names are yet given of those 
interested in the project. 


Galesburg Railway & Light Company, Galesburg, Il].— 
This company is asked to consider plans for extension of its 
lines in Galesburg in three directions. 


Evansville (Ind.) Railways.—Surveys are being made for 
a line from the Rockport traction line at Kincaid station 
and extending to a point opposite Owensboro. 


Terre Haute, Indianapolis & Eastern Traction Company, 
Indianapolis, Ind.—Plans are being considered to extend 
the South Eighth Street line in Richmond into Beallview. 


Southern Iowa Traction Company, Centerville, Ia.—This 
company, whose entire stock was recently purchased by the 
Centerville Light & Traction Company, will be made into an 
electric line as soon as material can be obtained. Contracts 
have been let for all equipment as announced previously in 
the ELECTRIC RAILWAY JOURNAL. 


Union Traction Company, Independence, Kan.—Right-of- 
way has been secured by this company for the proposed 
extension from Coffeyville to Nowata. 


Central City, Greenville & Drakesboro Railway, Central 
City, Ky.—J. A. Steiner, Central City, has been appointed 
engineer in charge of preliminary plans for the construc- 
tion of the proposed interurban line between Central City 
and Greenville, Ky. [E. R. J., Feb. 14, 714.] 


Alexandria. (La.) Electric Railway.—Work has been be- 
gun by this company on the reconstruction of its tracks 
in Alexandria. 


Cumberland County Power & Light Company, Portland, 
Maine.—Right-of-way has been secured by this company for 
a 7-mile line to extend from its present line at Dunstan, 
Maine, to the steam power station of the York Light & 
Heat Company in Biddeford. 


Cumberland (Md.) Electric Railway.—Plans are being 
made by this company for an extension to Mapleside. 
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Bay State Street Railway, Boston, Mass.—Work will be 
begun at once by this company double-tracking its Chat- 
ham Street and Chestnut Street line in Lynn. 


Muskegon-Casnovia Land & Development Company, 
Muskegon, Mich.—Right-of-way has been secured by this 
company for its line to connect Muskegon, Saginaw, 
Egelston, Moorland and Casnovia. Norman B. Lawson, 
Muskegon, is interested. [E. R. J., Jan. 31, ’14.] 


St. Paul Southern Electric Railway, St. Paul, Minn.—This 
company is asked to consider plans to extend its line from 
Hastings to Red Wing in the near future. 

Meridian Light & Railway, Meridian, Miss——The Asylum 
and College line is to be double-tracked from Eighteenth 
Street and Thirty-fourth Avenue to the end of the line. 
Work will begin within a few weeks: Work has already 
begun on a concrete bridge spanning the brook which ex- 
tends through the park over which the car lines will pass. 
A part of the line from Eighteenth Street on Thirty-fourth 
Avenue is already double-tracked, but this will be re- 
worked and the rest of the track, to the end of the line, a 
distance of about % mile, will be double-tracked. 


Caldwell County & Southern Railway, Kingston, Mo.— 
This company has been organized to build a 9-mile electric 
railway from Hamilton to Kingston. Capital stock, $100,- 
000. F. L. Bowman, Kingston, and D. Miller, Kansas City, 
are interested. [E. R. J., Dec. 27, 713.] 


Omaha & Council Bluffs Street Railway, Omaha, Neb.— 
This company has been asked to consider plans to extend 
its lines from Forty-sixth Street and Cuming Street in 
Omaha to Benson. 


Brooklyn, N. Y.—The New York Municipal Railway 
has been authorized by the Public Service Commis- 
sion, First District, to award contract for construction 
of Section 2 of the Lutheran Cemetery line, Brooklyn, to F. 
W. Burnham, 30 East Forty-second Street, New York. The 
Lutheran Cemetery extension will be an elevated railroad, 
to connect the Myrtle Avenue line at Wyckoff Avenue, 
Ridgewood, with Lutheran Cemetery. The contract calls 
for the construction of an elevated railroad structure about 
1050 ft. in length and an approach about 315 ft. long, to- 
gether with concrete retaining walls, earthfill, removal of 
a boiler house, switch plant, signal tower, etc. 


Dry Dock, East Broadway & Battery Railroad, New 
York, N. Y.—This company has received permission from 
the Public Service Commission to electrify that part of its 
line which lies along Canal Street east of the Bowery. 
At present it is operated by horse-power. 


Frontier Electric Railway, Niagara Falls, N. Y.—This 
company, which is surveying for an electric railway line be- 
tween Buffalo and Niagara Falls and has completed part 
of the work of laying the track, will start construction in 
the vicinity of the Buffalo city line and North Tonawanda 
early in the spring. Almost all of the right-of-way has 
been secured. It will be a three-track line, two for pas- 
senger traffic and one for freight trains. James S. Sim- 
mons, vice-president. [E. R. J., Nov. 1, ’13.] 

Suffolk Traction Company, Patchogue, N. Y.—During the 
next eight weeks this company will award contracts to build 
11 miles of new track. 


Charlotte (N. C.) Electric Railway.—Work has been be- 


gun by this company on the extension of its line in Myers 
Park from the present terminus at Providence Road to the 
site of Queens College. 


Canadian Pacific Railway, Montreal, Que.—Plans are be- 
ing considered by this company for the ultimate electrifica- 
tion of a 5-mile, double-track cut-off tunnel through the Sel- 
kirk Mountains in British Columbia. The bore of the tunnel 
will be 17 ft. and the grades encountered will reach about 2 
per cent. It is planned to have the tunnel approached by an 
electrified section of 7 miles of double track and that the 
third-rail 2400-volt d.-c. system will be employed. Power 


will probably be supplied from a future power station to be 


installed near the electrification. 


Saskatoon (Sask.) Electric Reilway.—The Municipal 
Council plans to spend $100,000 on extensions of this com- 
pany’s lines during 1914. ; 

Hull (Que.) Electric Company.—The extension of this 
railway to Gatineau Point is being considered. 

" t : 


-_ 


a 


FEBRUARY 28, 1914.] 


Shelbyville, Petersburg & Decatur Railroad, Shelbyville, 
Tenn.—It is reported that this company will award con- 
tracts in March to build its line between Shelbyville, Tenn., 
and Decatur and Athens, Ala. The work will include 250,000 
cu. yd. earth excavation, 75,000 cu. yd. rock excavation, 
three 60-ft. and three 40-ft. steel bridges, 1,000 lin. ft. 
trestles and 2500 cu. yd. masonry. G. B. Howard & Com- 
pany, Franklin, Tenn., engineers. [E. R. J., Jan. 31, ’14.] 


El Paso (Tex.) Electric Railway.—Since the first of the 
year this company has completed two additional lines of 
new track and it is now building a third. With the com- 
pletion of the new line now under construction the com- 
pany will have added to its trackage approximately 5 miles. 


San Antonio (Tex.) Traction Company.—Work has been 
begun by this company relaying track and double-tracking 
some of the lines in San Antonio. 


Ogden (Utah) Rapid Transit Company.—Plans are be- 
ing made to extend the Wall Avenue and Twenty-fifth 
Street lines in Ogden. 


Seattle, Wash.—The City Council has appropriated the 
sum of $25,000 and directed the Board of Public Works 
to proceed at once with the repairing and construction work 
as may be necessary to place the roadbed, tracks, etc., of 
the Lake Burien & Highland Park Electric Railway line in 
condition for efficient operation. This railway was recently 
deeded free to the city of Seattle. 


Wenatchee, Wash.—Estimates are being made and a com- 
pany will be incorporated shortly to build an electric rail- 
way from Wenatchee to Leavenworth and from Wenatchee 
to Clockhum, 40 miles. Hyman Harris, Wenatchee, is inter- 
ested. [E. R. J., Jan. 24, 714.] 


*Baraboo, Wis.—A corporation has been formed with a 
capital stock of $1,000,000 to build two electric railway 
lines through Baraboo. One will extend from Cashton to 
Baraboo and Portage and the other line from Plain to 
Devils Lake, Baraboo and Kilbourn, making more than 
100 miles of electric railway with Baraboo as the central 
quarters. Among those interested are T. Edward Mead, T. 
F. Risley and W. H. Marriott, all of Baraboo, 


SHOPS AND BUILDINGS 


British Columbia Electric Railway, Vancouver,’ B. C.— 
Plans have been completed by this company to build a new 
freight car repair shop in the new Sixteenth Street freight 
yards at New Westminster, B. C. The structure and plant 
is to cost about $25,000 and will include a blacksmith shop 
equipped with an electrically driven drill press and other 
machines. 


Geary Street Municipal Railway, San Francisco, Cal.— 
Bids are being received by this company to build an addi- 
tion to its carhouse in San Francisco. 


Illinois Traction System, Peoria, IIl.—Plans are being 
made to begin work soon on the construction of a new 
passenger station at the corner of Hamilton Boulevard 
and Jefferson Avenue in Peoria. 


--Greenville, Spartanburg & Anderson Railway, Green- 
ville, S. C.—Plans are being made by this company to build 
three new four-story brick warehouses in Spartanburg at 
an aggregate cost of $25,000. The structure to be located 
on Spring Street will be 30 ft. x 60 ft., and the two build- 
ings to be constructed on Wofford Street will be 48 ft. » 
83 ft. Bids have been submitted for the work, but no con- 
tract has been let yet. 


Southern Traction Company, Dallas, Tex.—This com- 
pany plans to build a new passenger station at Reagan 
Street and Oak Street in West. 


POWER HOUSES AND SUBSTATIONS 


Cumberland County Power & Light Company, Portland, 
Maine.—This company has acquired right-of-way for a pole 
and tower transmission line to extend from its present line 
at Dunstan, Maine, 7 miles to the steam power station of the 
York Light & Heat Company in Biddeford. The line will! be 
single-circuit, three-phase, and the current transmitted will 
be of a frequency of 60 cycles at a pressure of 38,000 volts. 
Contracts have already been let for the pole fixtures, electri- 
cal apparatus, etc. It is planned to have it completed during 
the spring. 
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Manufactures and Supplies 


ROLLING STOCK 


Youngstown & Southern Railroad, Youngstown, Ohio, 
expects to purchase one combination baggage and passenger 
car during 1914. 

Toledo & Western Railroad, Toledo, Ohio, expects to pur- 
chase one electric locomotive and electrical equipment for 
two package freight cars and two passenger cars. 


Badger Railway & Light Company, Milwaukee, Wis., will 
order ten or twelve gasoline cars for its new 22-mile road. 
Specifications will be let in about six weeks. 

Trenton & Mercer County Traction Corporation, Trenton, 
N_ ., noted in the Erncrric RAITWwAY JOURNAL of Feb. 21, 
1914, as being in the market for ten passenger cars, has or- 
dered these cars from The J. G. Brill Company. 


Wisconsin Public Service Company, Green Bay, Wis., 
noted in the ELEcTRIC RAILWAY JOURNAL of Feb. 21 1914, 
as being in the market for four cars, has ordered four 
28-ft. double-truck semi-steel city cars from the St. Louis 
Car Company. 

Chicago Cill.) Elevated Railways, noted in the ELEcTRIC 
RAILWAY JOURNAL of Jan. 3, 1914, as having ordered 128 
center-door cars from the Cincinnati Car Company, has 
specified the following equipment for these cars: 


Seating capacity......... 44 
Weight of car body, 


28,200 lb. 


Bolster centers, length, 


Sombie O) Ite 
Length of body. .37 ft. 10 in. 
Length over vestibule.48 ft. 


Width over sills, 
Sinoue/ Le. in. 
Width over posts at belt, 


8 ft. 6% in. 

Height from top of rail 
On SillStrcee eee Shag ee PA ahay 
SOY "Ret eiseMlsiite saretereia'e' « steel 
TnberlOre brim... Agasote 
Underframe’ 9... 5. ...steel 
Pipi nakesimreccte. 6a West 


Axles.Standard Steel Works 
Bolsters, body..Cin. Car Co. 
Brakeshoes, 


Am, Brake Shoe & Fdy. 


Bumpers, 

Ry. Improvement Co. 
Center bearings....Baldwin 
Control system 
Couplers...Stearns & Ward 
Curtain fixtures, 

Cur. Sup. Co. and Ry. 
Supply & Curtain Co. 


Curtain material. .Pantasote 
Destination signs, 
Elec. Serv. Sup. Co. 
Gears and pinions, 
Gen. Elec. Co. 
Hand brakes, 

Blackall brake ratchet 
Heating system..... Consol. 
Journal boxes, 

T. H. Symington Co. 


NMOtOnSsi errs two G. E.-243 
Paint..Chicago Varnish Co. 
Sash fixtures....... Edwards 
Beats eae Hale & Kil. 

and J. G. Brill Co. 
Seating material..... rattan 


. Side bearings, 


Joliet Ry. Supply Co. 
Springs, 
Standard Steel Works 
Trucks, 
M. C. B. equalizing bar 
Varnish, 
Chicago Varnish Co. 


~ Ventilators... Vacuum Car 


Vtlg. Co.; Ry. Utility Co. 
and Auto Utilities Co. 
Wheels, 
Standard Steel Works 


TRADE NOTES 
Hall Switch & Signal Company has taken a contract for 


the installation of an electric interlocking plant for the New 
York Municipal Railways Company at Myrtle Avenue and 
Broadway Junction, Brooklyn, N. Y. 

Edward H. Chapin, of the National Car Wheel Company, 
at Rochester, N. Y., has also been appointed special repre- 
sentative of the Ohmer Fare Register Company to look af- 
ter the welfare of this company in the territory east of Buf- 
falo, including the New England States. This arrangement 
is being made with the consent of the car-wheel company so 
that it will not interfere with his interests in that corpora- 
tion. 

Esterline Company, Indianapolis, Ind., reports that the 
San Antonio Traction Company has placed an order for 240 
“Golden Glow” headlights to completely equip its cars. 
This order was placed through the Grayson Railway Supply 
Company, St. Louis, Mo., after some exhaustive tests had 
been made in San Antonio. This headlight has a 23-watt 
bulb. In tests an object could be seen on the track a block 
and a half away. In one case with a 36-watt bulb, the 
“Golden Glow” headlight gave a beam illumination for be- 
tween seven and eight poles on a suburban line. 
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Bertram Smith, Chicago, IIl., has been appointed assistant 
manager of the Edison Storage Battery Supply Company, 
San Francisco. Mr. Smith started in the storage battery 
business in 1899 with the National Battery Company, Buf- 
falo, N. Y. He was secretary and treasurer of that company 
for three years, but since its absorption by the United States 
Light & Heating Company, Chicago, he has been manager of 
the latter company’s battery department. 


Barrett Smith, Boston, Mass., for five and one-half years 
in charge of advertising for the Stone & Webster Engineer- 
ing Corporation, Boston, Mass., has opened an office at 20 
Central Street for the practice of advertising and advertis- 
ing management. Mr. Smith was graduated in 1904 from 
the College of Mechanical Engineering, Cornell University, 
having had experience in various manufacturing plants and 
shops before taking his degree. Soon after graduation he 
went to China, joining the staff of Mackenzie & Company, 
Ltd., of Shanghai, as mechanical and constructing engineer, 
with headquarters at Tientsin, Province of Chili. Upon-his 
return from the Orient he entered the new-business depart- 
ment of J. G. White & Company, Inc., taking charge of the 
firm’s advertising in 1907-8, following which connection he 
joined the Stone & Webster organization as head of the pub- 
licity department of the Engineering Corporation. Mr. 
Smith is advertising consultant to the Stone & Webster En- 
gineering Corporation and others. 


ADVERTISING LITERATURE 


Railway Track Work Company, Philadelphia, Pa., has 
issued a catalog describing the operation of its recipro- 
cating track grinder. 

Mesta Machine Company, Pittsburgh, Pa., has issued a 
catalog describing and illustrating its pickling machines for 
pickling metals of any shape. 


Pawling & Harnischfeger Company, Milwaukee, Wis., has 
issued a catalog illustrating the words of its title, “Difficult 
Drilling arffl Boring Made Easy.” 


Northern Engineering Works, Detroit, Mich., have issued 
Catalog No. 26, illustrating its electric traveling cranes, 
hand power traveling cranes, electric and pneumatic hoists, 
overhead track systems, bucket handling cranes and rail- 
way cranes. 

Okonite Company, New York, N. Y., is circulating a 
testimonial letter from the Commercial Cable Company 
containing a sample portion of a submarine cable which 
was installed in 1900 and 1904 between New York City and 
Coney Island, and which when recently withdrawn was 
found to be in perfect electrical and physical condition. 


T. L. Smith Company, Milwaukee, Wis., has issued Cata- 
log No. 300, describing and illustrating its concrete mixers. 
An improvement over last year’s machine has been made 
in the design of water tank, which is inclosed and equipped 
with air valve and three-way inlet and outlet valve. The cat- 
alog also describes side-loaders and side-gate cars. 


Titanium Alloy Manufacturing Company, Niagara Falls, 
N. Y., has issued a folder showing comparative sulphur 
prints of the cross-section of twelve untreated rails and 
twelve titanium-treated rails. These prints constitute a 
summary of prints shown in Bulletins Nos. 1 to 5 inclusive 
of this company, and show excessive segregation in the 
cross-sections of the untreated rails. 


Chicago Pneumatic Tool Company, Chicago, Ill., prints 
in the February, 1914, issue of Ideal Power an illustrated 
description of the sinking into position of the Harlem 
River tunnel subway tubes. One compressor, manufac- 
tured by this company, with a listed capacity of 450 cu. ft. 
of free air per minute, furnished air at 100 lb. pressure 
for a maximum of eleven No. 80 Boyer riveting hammers, 
eight Boyer calking hammers and two No. 2 Little Giant 
reamers. 


Thew Automatic Shovel Company, Lorain, Ohio, has 
issued Catalog No. 9 describing and illustrating its full 
circle swing steam shovels with horizontal dipper crowding 
motion. A special design is made to meet the requirements 
of electric railway service. This design is particularly 
suited for the shallow trench work in track construction 
and reconstruction of city and interurban electric lines. 
Circular No. 15 describes the successful use of this shovel 
on the Brantford & Hamilton Electric Railway. 
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NEW PUBLICATIONS 


Economics of Interurban Railways. By Louis E. Fischer. 
116 pages. McGraw-Hill Book Company, New York. 
Cloth, $1.50 net. ’ 

This book is devoted to a study of the proper elements 
to be considered in establishing an electric interurban rail- 
way. The first two chapters deal with the inception and 
development of electric traction and with classifications and 
definitions. Chapter III, based on typical existing lines, 
shows how revenue is related to the number and class of 
population served. Chapters IV and V give the minimum 
and average operating expenses and construction costs for 
typical selected lines, and Chapter VI is devoted to special 
hypothethical cases and their profitableness as judged by 
the foregoing conclusions. Mr. Fischer clearly shows that 
most electric interurban railways fall within fairly definite 
limits and that in the case of a normal road the results of 
its operation can be predicted with a reasonable degree of 
accuracy. The abnormal roads, of course, present problems 
that only the expert can solve, but the general principles of 


electric interurban railway construction and operation are. 


opened up for the layman and investor. Mr. Fischer’s book 
is intensely practical and his conclusions are well fortified 
with illuminating statistics and curves. 


Bases for Freight Charges. By C. L. Lingo. 
Salle Extension University, Chicago. 

The value of a traffic man’s service is measured not only 
by his technical knowledge and understanding of railway 
tariffs, but also by his comprehensive application of such 
rules and practice to the business in which he is engaged. 
He must know how to put. these rules into effect legally, and 
how to make use of all the means that are available or can 
be devised for the betterment and development of traffic. 
Information regarding such things is contained in Mr. 
Lingo’s book. While it deals more specifically with steam 
railroads it serves as a good basis of study for electric rail- 
way Officials of lines doing a freight business. Among the 
topics discussed are freight tariffs, rates, weights and spe- 
cial charges. This treatise is one of a series of transporta- 
tion publications which will form the basis of the LaSalle 
Extension University course in interstate commerce and rail- 
way traffic. Another book of the series which may well be 


62 pages. La 


read. together with Mr. Lingo’s is “Freight Rates: Official. 


Classification Territory and Eastern Canada,” by C. C. 
McCann and W. A. Shelton. This treatise endeavors to 
show that not only is the rate structure in the eastern part of 
the United States definite, but also that it approaches very 
closely a scientific basis that is capable of analysis and ex- 
planation. 


American Red Cross Text Book on First Aid. By Major 
Charles Lynch. 146 pages. P. Blackiston’s Son & 
Company, Philadelphia. Paper, 30 cents net. j 


This is a very complete, well-organized and sensible book, — 


similar to other small books on the subject of “first aid” 
that have been put out under the auspices of the American 
Red Cross, but intended to contain material more specific- 
ally applicable to railroad men. General information con- 
cerning first aid, bandages, sprains, fractures, wounds, 
bleeding, burns, electric shock, poisoning, transportation of 
the injured, etc., is given, as well as a special chapter on 
railroad and shop first aid. The book is intended to supple- 
ment the visit of American Red Cross cars to the different 
railroads and to furnish material for practical and useful 
courses for the employees under the charge of a competent 
instructor. Every chapter in so far as possible is made 
complete in itself so that employees can with benefit attend 
first aid meetings held anywhere on the line. The book is 
well summed up by questions and practical exercises at 
the end of each chapter and is also well supplied with 
illustrations that are a clear and forceful augmentation of 
the text. The book for obvious reasons is non-technical 
and does not take one far into the realm of medicine and 
surgery, which is commendable. It would perhaps have 
been well where statements such as “No germs float in 
the air and there is no danger in exposing wounds to the 
air” appear, to present definite explanatory information. 


The book as a whole, however, is an excellent text-book for - 
‘the employee, and it should be a valuable aid in furnishing 


the necessary curative element in work along safety-first 
lines. 
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IN ce that the distinct individuality that characterizes the 

27-M. C. B. Truck throughout is preeminent in the frame. 
Aside from the fact that the character of metal produced by the 
solid forging process makes it safe and sound for all time, the 
form of the solid forged side frame with its absence of truss mem- 
bers reduces the number of parts of the truck very considerably 
and makes it easier to inspect and repair; also, the thick middle 
section ives room for the fold-over gusset plates which are re- 
sponsible for truck squareness. Note, too, that the solid forged 
side frames permit the end frames to be carried low.” 


THE J. G. BRILL. COMPANY AGENCIES: Prsrson, Roeprne & Co., San 
Philadelphia, Pa. Francisco, Los Angeles, Portland, Seattle. Noxves 


AMERICAN CAR COMPANY Brotuers, Melbourne, Sidney, Dunedin, Brisbane, 
: i St. Louis, Mo. Perth. C. Dunsperman, 24 Place de Louvain, 
a Ses pen px ee AR CO. | Brussels. F. H. Bacer, Calle San Martin 201; 
Nera ls 2 Buenos Aires. THomas Barrow & Sons, Durban, 

WASON NNT co. Natal. Soewan, lomes & Co., Hong Kong, Canton, 
COMPAGNIE J ; Gi BRILL Shanghai. G.Cureccuerrt, Piazza Sicilia, 1,Milan. 
LONDON OFFICE: 110 Cannon Street, E. C. 


Paris, France 
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H. C. C.—10 ££ Commutating 
pole-2000 Kw- [E= Pole Rotary 
300 RPM-600 —= Converter— 
Volt = United Rail- 
E= ways, St. Louis, 
Mo. 


Pail 


A 


SMO ATR UU 


| 


| 


= 


TH] 


b) 


This Substation Operator Shows You 


why dependable and highly economical substation service is now a reality in 
St. Louis. In New York, Philadelphia, Buffalo, Minneapolis, Chicago and other 
large cities—wherever you find 


The G-E Commutating Pole Rotary 


the answer is always the same—the operator points to the commutating poles 
—then to the smooth commutator surface—and finally to the log sheets and 
meters, showing records of 150% load for several hours and 200 to 300% 
momentary loads—all conditions up to and including full guarantee loads, show- 
ing extreme reliability and low maintenance. 

These are the machines that introduced new space economies and increased. 
the all day efficiency of the modern railway substation, and which are now rec- 
ognized as the standard of highest economy for handling railway loads. 

Bulletins and further information from our nearest office. , 


General Electric Company | 


ae enn ‘ ee One Largest Electrical Manufacturer in the World Sa ae Salt ae City, Utah 
Birmingham, Ala. Davenport, Towa General Office: Schenectady, N.Y. New Orleang, La. St. Louis, Mo, 

oise, Idaho ayton, Ohio New York, N. Y. Sch tady, N. Y. 
Boer ea pecs ee ADDRESS NEAREST OFFICE Niagara Walls; N.Y. Seattle, Wash. 

uffalo, N. Y. etroit, Mich, , -s Omaha, . kane, Wash, 
Butte, Mont. (Office of Agent) acksonville, Fla, Louisville, Ky, Phiticiphia 1) pases sfield Raa! 
Charleston, W. Va. Elmira, N. ¥ oplin, Mo Madison, Wis Pitch Ban See ye 
Charlotte, N.C. Erie, Po- Kansas City, Mo. Mattoon, Ill, Portland: ire. Toledo, Ohio se 
Chattanooga, Tenn. Fort Wayne,Ind. Keokuk, Iowa Memphis, Tenn. Providence, Ral, Washington, D. C. 
Chicago, Ill. Hartford, Conn, Knoxville, Tenn. Milwaukee, Wis. Richmond, Va. Youngstown, Ohio 
Cincinnati, Ohio Indianapolis, Ind, Los Angeles, Cal. Minneapolis, Minn. Rochester, N. Y. 


For Texas, Oklahoma and Arizona business refer to Southwest General Electric Company (formerly Hob Electri Py ig BY 
El Paso, Houston and Oklahoma City. For Canadian business refer to Canadian Gener! Flecirie Company, pie bert bint . 
— 4564 


